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The Ruddick Steam Engine. 





The accompanying cut which gives 
a longitudinal section of this engine, 
will show its extreme simplicity and 
compactness over any other make of 
steam engine. The piston heads, 
AA, are rigidly connected by four 
rods, the two upper ones showing at 
FF, These rods insure an equal mo- 
tion of the two piston-heads in the 
same direction and at the same time, 
The piston being thus extended by 
these rods, admits of the interposi- 
tion of the connecting rod B, from 
a wrist-pin in one piston head to the 
crank-shaft, C, which runs traneversly 
through the cylinder, carrying on one 
end the belt or fly-wheel, and opera- 
ting on the other the valve-stem, D, 
which is moved by the short arm, E, 
attached to a crank-pin on an adjust- 
able collar fitting on the crank shaft. 
The valves and steam-chests are re- 
psesented at HH, 
The advantages claimed for this 
engine are: 
let. Extreme simplicity, beyond 
any other make of engine, A refer- 
ence to the annexed plan and expla- 
nation readily confirms this, ‘This 
quality of simplicity insures— 
2d. Fewer parts, and cach part 
contributi..g directly as a medium of 
power, and consisting only of the 
cylinder, piston, connecting rods, 
crank. valves and valve stem. 
8rd. Greater saving in repairs, on 
account of the fewer part-, and equal 
durability as compared with the best 
engines, 
4th. Greater economy in space 
and weizht than any other engine, 
and consequent economy in transpor- 
tation, A 15-horse power engine 
weighing less than 1000 pounds, 
is included within a space of 42 in- 
ches, longest measurement, all set up 
with belt wheel, ete, ready to run. 
5th. Can be run in any position, 
and at any reasonable speed. The 
cylinder must preserve the same 
right line, and the engine requires no 
foundation, 
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6th, Greater economy in use, no 
only from saving in repairs, but the 
few and simple parts in this engine 
do not require an experience engi 
neer to run and keepitin order. Any 
intelligent boy of 15 could be taught 
to run and take all needful care of 
one, in a day’s instruction, 

7th. Its simplicity insures cheap- 
ness and ~- construction, and conse- 
quent reduced cost to purchasers, 
while at the same time its cheapness 
does not in the least particular affect 
its power and usefulness. On the 
contrary, its simplicity is a positive 
mechanical gain, using, as it does, 
every necessary part, and-discarding 
all that are not directly, and in the 
shortest line mediums of power. The 
consumption of power in the engine 
itself is unavoidably less, and the 
amount transmitted to the distribut- 
ing point in like degree greater than 
in the case of any other engine. 

It can be made of any power, from 
one-half horse power or lees, to any 
required size. 

This is not a rotary engine, as 
might be imagined, but a reciprocit- 
ing engine, with piston, connecting 
rod, valves and steam chest, made in 
the ordinary way, and familiar to all 
engineers ; dispensing with the heavy 
bed-plate, piston ro4, slides and cross 
heads common to other encines; in- 
suring its extreme simplicity and 
cheapness, with equal efficiency and 
greater durability. Asa marine e: . 
gine, for the purpose of driving screw 
steamers, it is especially recommend. 


ed, as any required speed may be 
given to the screw withent gearing, 
and at the seme time it occupies much 
less room of vessel, and is far less 
ponderous than ary plan of engine in 
use, For this purpose, a link motion 
is put on for reversing, 

Yor mining purposes, it is said to 
be peculiarly adapted, from its con. 
venience of setting np, its portability, 
ind also its wide range of adaptabili- 
ty to all the work of the miner. It 
may be rua from 100 to 600 revolu- 
tions per minute, with entire freedom 
and safety. 

Further particulars may be had of 
Jossea W. Tuansutt, 115 Liberty 
street, New York. 
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Editorial. 
HYPERCRITICISM- 


In the Chemical News of June 24, there is a commu 
nication (said to be copied from the Philosophical Mag- 
azine, which latter I have not yet seen) with riti- 
cisms by W. M. Warts, D. Sc., upon the paper of Prof. 
Sittman and myself on the “Calorific Powers or Ef- 
fects’of Gases,” read to the Am. Association at Salem 
in August of last year; as forming the introductory 
part of a pending investigation on the important prac- 
tical subject of the temperatures of the flames ef such 
gases as are ordinarily employed for heating and light- 
ing purposes, This paper was published in the previ- 
ous issue of the Chemical News (also, I believe, in the 
Philosophical Magazine itself; see likewise the Ameri- 
can Journal of Science for May, 1870, p. 339; the Jour. 
of the Franklin Institute for May, the London Journal 
of Gas-Lighting for May 24, 1870, page 412; and this 
Journal of March 2, 1870; the latter being the earliest 
publication). 


NOTE ON THE TEMPERATURE AND HEATING- 
POWERS OF FLAMES.* 


By W. M. Warts, D.So. 


Mr. Warrs has forwarded to us the following re- 
marks on Messrs. Siptiman and Wourtz’s paper “On 
the Temperstures of Flames,” which appeared in our 
last and previous numbers, in which certain conclusions 
on some practical points of importance are stated. 

The following numbers are correctly given as repre- 
enting the amounts of heat evolved by the complete 
combustion of equal volumes of the following gases: 


Hydrogen ...... eccecccssccccccces 84462 
Carbonic oxide. .......seseee0.... 33642 
Marsh gas. ....cccess es coceesecsss 104504 
Olefiant gas. ...sececssecsenceser 166012 
But the conclusion that the heating power of olefiant 
gas is greater than that of an equal volume of hydro- 
gen is condemned as erroneous; and the authors give, 
as the resnit of their investigations, “that the powers 
of the flames of pure hydrogen and pure olefiant gas, 
even when used to the greatest advantage, to heat 
—_ below its boiling-point, are almost or quite iden- 
tical.” 
There seems to be, throughout the paper, a confusion 
between the heating-power of a gas aud the température 
of its flame in air. 
It is quite true that, because the specific heat of steam 
(which is one of the products of combustion of olefiant 
gas) is greater than the specific heat ef carbenic anhy 
dride (the only product of eombustion of carbonic ox- 
ide), the calculated flame temperature of the latter gas 
is higher than that of the former; but, for the very 
same reason, if these gaseous products of combustion 
expend their heat in raising the temperature of water, 
the greatest effect will be produced by the olefiant gas, 
although the temperature of its flame is not so high as 
that of the flame of carbonic oxide. If the gases give 
up the whole of their heat to the water, it is obvious 
that the calorific effects must be precisely in the ratio 
of the numbers already quoted; and, even if they es- 
cape at a temperature considerably above o° C., their 
relative effects will be nearly the same. If we suppose 
the products of combustion to have a temperature of 
200° ©, when they escape, the following quantities of 
heat will still be available by the combustion of equal 
volumes of carbonic oxide and olefiant gas : 


Gas burnt. Lbs. of water raised 
from o° C. to 100® C. 
14 Ibs. carbonic oxide...........0.00. 814 
14 lbs, olefiant gas..... cocccsccccces 1546 
And these numbers are almost exactly in the same 
ratio as the numbers 38642 and 166012. We conclude, 
therefore, that the numbers quoted (vol. xxi., p. 282), 
Jn which, according te Messrs. Suximan and Worrz, 
“ several most grave errors are involved,” do, in reality, 
strictly represent the heating-effects of the different 
gases when employad to the greatest advantage, in heat- 
ing water below 100° C. 
The omission of the correction for the latent heat of 
steam in Bursen’s original calculation of the tempera- 
ture of the hydrogen-flame has been already pointed 
out by Dissirs.+ 
In the calculation of the temperature of the hydro- 
gen-flame given inthis paper (p. 283), there ie also an 
error in assigning to liquid water the specific heat 0,4805 
instead of 1, The formula should be— 
34462 — 9(637 — 48-05) 
to = 67432 C. 
4.3245 








* From the Philosophical Magazine, May, 1870. 
+t Pogg. Ann., vol. cxxii, p. 497. 


Another of the conclusions arrived at in this paper 
is erroneous, viz., “‘ That, of all known gases, the high- 
est calorific effects,t under ordinary atmospheric con- 
ditions, are obtainable from carbonic oxide, whose calo- 
rific value, above 100° C., is ahout 3000° C.” 

The flame of cyanogen is hotter than that of carbonic 
oxide, the calculated temperature of the flame of cya- 
nogen in air being 8519° C., and in oxygen no less than 
10557° C, It must be remembered, however, that these 
results of calculation in no way express the actual 
flame-temperatures. The ealcolated temperature of 
the oxyhydrogen-flame is 6743° C.; but the experi 
ments of Devitte] and Bunsey§ agree in fixing it be- 
tween 2500° C. and 2800° C. The following are the 
calculated and experimental flame-temperatures of 
certain gases; it will be seen that the flame of cyano- 
gen is shown by experiment also to have the highest 
temperture: 

Calculated, Experimental. 


°C, °C. 

Hydrogen in air........ 2701 2024 

% “ oxygen.... 6743 2844 

Carb. oxide in air....... 2996 1997 

“ “ oxygen... 7067 8033 

Cyanogen in air........ 3519 8297 
7 “ oxygen.... 10557 ee 


Olefiant gas inair...... 2727 
- “ oxygen.. 8606 





REPLICATION TO MR. WATTS. 


Mr. Warts accuses us first of “ confusion” between 
heating powers and flame-temperatures; not observing 
that this introductory paper is confined to heating pow- 
ers or effects, the subject of temperatures being left to 
future occasions; hence he betrays inattention to our 
paper, if not confusion of ideas on his own part, when 
he suggests to us, in a note, that in our first conclusion 
on the heating effect of carbonic oxide, we really mean 
the “ flame-temperature” thereof. Such a change in 
our wording would be confusion indeed. The temper- 


ature of an open flame is usually highly variable in va- 
rious parts, and we have applied the term “ flame-tem- 
perature” to that of the hottest zone only. I believe 
that to any attentive reader, not anxious to pick flaws, 
our meaning in the use of the term maximum calorific 
effect must be manifest; namely, the total and final 
amount of heat (so to speak) or heating result, after 
total combustion; without regard to time or rapidity 
of combustion, of which, of course, the temperature is 
a function. 
Mr. Warts’s reasoning against our result as to the 
heating effect (called by him flame-temperature) of olefi- 
ant gas being lower than that of carbonic oxide, espe- 
cially compels me to think that he has not read our pa- 
per with that rttention which so confident a criticism 
should imply. This reasoning may apply, partially at 
least, to the case of the combustion of these two gases 
with the necessary amount of pure oxygen, being then 
essentially a restatement (though not complete) of the 
conditions of the actual experiments of Favgex and Sit- 
BERMANN ; but is wide of any application to our own 
case, in which the nitrogen of the air plays a large part. 
In burning in the air, as a simple calculation shows, one 
volume of CO has to heat but two volumes of N and 
haif a volume of O, whereas one volume of olefiant bas 
to heat more than 11 (exactly 11.29) volumes of N and 
three volumes of O, or 14.29 volumes altogether, up to 
the temperature of its flame, or of the body heated 
thereby. Thus in the case of aerial combustion, the 
total heat of the olefiant volume is distributed or divi- 
ded throughout 5.72 times greater bulk of air than is 
the case with carbonic oxide. Hence (in part) the lower 
calorific effect of olefiant in air, even when the latent 
heat of the steam of combustion is recovered by con- 
densation. Of these, with other things, Mr. Warrs 
takes no heed, and in view thereof I think that we can 
justly retort his accusation of “ confusion,” 
As to the correction necessary in Bunsen’s Gasometry, 
for the heat of the steam of combustion of hydrogen, 
we were informed that this had been made, but not by 
whom, Our informant, Professor Cooxr of Cambridge, 
thought by Bunszn himeelf, but we were unable to 
verify this, and in a note to our paper as published in 
Am, Jour. of Science (page 342), referred to the subject 
somewhat doubtfully. Our thanks are therefore due 
to Mr. Warrs for the reference to Diserrs. 
The exception made by Mr, Warrsto the formula 
for the total calorific of hydrogen relating to the cor-. 
rection for the difference between the specific heats of 
water and steam, is one which I cannot at present in- 
dividually enter upon, and to which I shall again re- 
turn, I will merely say that there has been contro- 
versy upon the points here involved; mentioning also 
that the number calculated by Devitte for the total 
calorific power of hydrogen in oxygen is 6800°, which 
is about the mean between Mr, Warts, and the figure 





t Read “ fiame-temperatures,” 
\| Lecons sur la Dissociation, p. 281, 
§ Pogg. Ann., vol. cxxxi, p. 161, 





adopted by us (See Revue des Cours Scientifiques, 18 
Mars, 1869; page 232). 

As to the comments made on our conclusion regard- 
ing carbonic oxide, that “of all known gases” it gives 
the highest calorific effects; I am quite ready to confess 
that Mr. Warts has convicted us of a Iuck of precision of 
language which we ought to have avoided. We may, 
however, plead in mitigation, that our paper was more 
especially intended to introduce the subject to practical 
men, in available forms; and that we therefore, with 
an inadvertence not wholly excusable, held in mind 
only such gases as are met with appreciably in practice. 
Mr. Warts therefore puts us again under obligation here. 
Some readers will doubtless conclude, from Mr. 
Warts’s last paragraph, that he suspects Professor 
Srttman and myself of ignorance regarding the expe- 
riments of Bunsen and Deviize on the actual tempera- 
tures of the flames of hydrogen and carbonic oxide, The 
readers of this Journal will not heed such an in-inuation, 
in view of discussions’by the present writer, of the re- 
searches of these two chemists, that have appeared in 
these columns, antedating the presentation of the joint 
Salem paper. (See particularly Amer. Gas-Light Jour- 
nal of Aug. 2, 1869, p. 34.) One sentence iu that paper 
migh t, I should think, bave preented such an impres- 
sion on the part of Mr. Warts. This is where we say 
that our figure 68518 ©, “ is the temperature act ually 
possible in the flame of the compound blow-pipe were 
the combustion instantaneous and complete” (the italics 
being in the original), The subject belonging, how- 
ever, to that of fame-temperatures, which we had not 
as yet strictly entered upon, was deferred by us for the 
time being. é 
Finally, I cannot but submit that Mr. Warrs, in pre- 
senting his concluding table, has in several ways, inad- 
vertently, laid bimself open to criticism of a class 
similar to most of that applied to us; including the 
aecusation of confusion of ideas and terms. I shall be 
satisfied with respectfully presenting two questions, 
If the second column comprises the actual flame- 
temperatures, as determined by experiment, why does 
he designate the first column also“ flame-temperatures”? 
Are not these latter figures precisely what we have 
designated as total calorific powers or effects, instead of 
temperatures ? Henry Wurtz. 





American Chemical News. 
AMERICAN ASSOCIATION FOR THE ADVANCE- 
MENT OF SCIENCE. 


NINETEENTH MEETING, AT TROY, AUGUST 177TH, 1870. 


The circular of the Local Committee has just come 
to hand, and we find that the time for holding the 
nineteenth meeting of the Association has been changed, 
by consent of the Standing Committee, to Wednesday, 
August 17th, 1870, at 10 o’clock, a m. We extract: 
“Tt will be the aim of the Local Committee to make 
the sojourn of the members of the Association in Troy 
pleasant, as well as profitable in a scientific point of 
view. The usual local courtesies will be extended. 
“The committee is giving attention to the facilities 
for coming to and returning from the city over all 
routes of travel, and it is hoped that arrangements will 
be made with the railroad companies, by which half 
fare will be secured for those attending the meeting. 

“ Members, and those whe wish to become members, 
are requested, immediately on their arrival, to register 
their names at the office of the Local Committee, where 
they will be furnished with a member's ticket, and such 
information as may be desired, in regard to accommo- 
dations, etc, 

“Members of the Local Committee will be in wait- 
ing at the depot, on the arrival of each train. 

“Special arrangements will be made with the pro- 
prietors of several hotels and boarding houses, for the 
accommodation of members, and many citizens have 
signified their desire to extend hospitality te members 
of the Assoéiation; but in order that all may be pro- 
vided for, without confusion or delay, it is requested 
that persons intending to be present at the meeting, 
will notify the fact to either of the secretaries, at aa 
early a day as practicable, and when possible, state the 
day they will arrive. The committee will engage 
rooms at the hotels or boarding houses, for those who 
request such an arrangemant to be made, on receiving 
early notice. 

“Copies of this circular will be supplied to those 
who wish them for distribution among their scientific 
friends. 

“ A second circular, giving further information, espe- 
cially as to the routes of travel, and directions for mem- 
bers on their arrival in Troy, will be prepared before 
August Ist, 1870, but will be sent enly to those signify- 
ing their intention to be present. 

“ (8" Communications should be addressed to B. H. 
Hat, General Secretary, or H. B, Nason, Correspond- 
ing Secretary, Troy, N. Y 

*‘ By order of the committee, 

“J, A. Grisworp, Chairman, 

“B, H. Hatt, Gen’l Sec’y. 

“H. B, Nason, Cor, Sec’y. 
“Troy, June 27th, 1870.” 
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The Chemical History of a Candle. 


BY PROFESSOR FARADAY, 





[A course of Six Lectures delivered before the Royau IxstTiTuTION 
of Great Britain.) 





A CANDLE—THE FLAME—ITS SOURCES—-STRUCTURE— 
MOBILITY— BRIGHTNESS. 


(Conclusion of First Lecture. ]} 

Now, how does it get hold of it? There is a beau- 
tiful point about that—capillary attraction. ‘“ Oapil- 
lary attraction!” you say, ‘the attraction of hairs.” 
Well, never mind the name; it was given in olden 
times, before we had a good understanding of what the 
real power was, It is by what is called capillary at- 
traction that the fuel is conveyed to the part where 
combustion goes on, and is deposited there, not in a 
careless way, but very beautifully in the very midst of 
the center of action, which takes place around it, Now 
I am going to give you one or two instances of capil- 
lary attraction. It is that kind of action or attraction 
which makes two things that do not dissolve in each 
other still hold together. When you wash ‘your hands 
you wet them thoroughly: you take a little soap to 
make the adhesion better, and you find your hands re- 
main wet, This is by that kind of attraction of which 
I am about to speak. Aud what is more; if your 
hands are not soiled (as they always are by the usages 
of life) if you put your finger into a little warm water, 
the water will creep a litule way up your finger, though 
you may not stop to examine it, I have here a sub- 
stance which is rather porous—a column ‘of salt—and 
I will pour into the plate at the bottom, not water as 
it appears, but a saturated solution of salt which can- 
not absorb more; eo that the action which you see, 
will not be due to its dissolving anything, We may 
consider the plate to be the candle and the salt the 
wick, and this solution the melted tallow. I have 
colored the fluid that you may see the action better. 
You observe that now gun in the fluid, it rises and 
gradually creeps up the salt higher and higher; and 
provided the colamn does not tumble over, it will go 
to the top. If this blue solution were combustible, and 
we were to place a wick at the top of the salt, it would 
burn as it entered into the wick. It is a most curious 
thing to see this kind of action taking place, and to ob- 
serve how singular some of the circumstances are about 
it. When you wash your hands you take a towel to 
wipe off the water, and it is by that kind of wetting, 
or that kind of attraction, which makes the towel wet 
with water, that the wick is made wet with tallow. I 
have known some careless boys and girls (indeed, I 
have known it to happen to careful people as well) 
who, having washed their hands and wiped them with 
a towel, have thrown the towel over the side of the 
basin, and before long it has drawn all the water out 
of the basin and conveyed it to the floor, becanse it 
happened to be thrown over the side in such a way as 
to serve the purpose of a siphon, That you may bet 
ter see the way in which the substances act one upon 

another, I have here 
a veseel made of wire 
gauze filled with wa- 
ter, and you may 
compare its action 
to the cotton, in one 
respect, or to a piece 
of calico in the other, 
In fact, wicks are 
sometimes made of a 
i kind of wire gauze, 
You will observe 
this vessel is a por- 
ous thing, for if I pour a little water on to the top, it 
will run out at the bottom. ‘You would be paanled, for 
a good while, if I asked you what the state of this ves- 
olf what is inside of it, and why it is there? The 
vessel is full of water, and yet you see the water goes 
in and runs out asif it were empty. In order to prove 
this to you I have only to empty it, The reason is 
this—the wire being once wetted, remains wet: the 
meshes are so emall that the fluid is attracted so 
strongly from the one side to the other, as to remain 
in the vessel although it is porous, In like manner, 
the particles of melted tallow ascend the cotton, and 
get to the top: other particles then follow by their 
mutual attraction for each other, and as they reach the 
flame, they are gradually burned. 

Here is another application of the same principle. 
You see this bit of cane. I have seen boys about the 
streets, who were very anxious to appear like men, 
take a piece of cane and light it and smoke it, as an 
imitation of a cigar. They are enabled to do so by the 
permeability of the cane in one direction, and by its 
capillarity. If I place this piece of cane on a plate 
containing some camphene (whieh is very much like 
paraffine in its general character), exactly in the same 
manner as the blue fluid rose through the salt will this 
fluid rise through the piece of cane. There being no 

es at the side, the fluid cannot go in that direction, 

t must pass through its length, Already the fluid 
is at the top of the cane, and now! can light it and 





form it into a candle, The fluid has risen by the cap- 
illary attraction of the piece of came, just as it does 
through the cotton in the candle, 
Now the only reason why the candle does not burn 
all down the side of the wick is that the melted tallow 
extinguishes the flame. You know that a candle if 
turned upside down, so as to allow the fuel to run up- 
en the wick, will be put out, The reason is that the 
flame has not had time to make the fuel hot enough to 
burn, as it does above, where it is carried in small 
quantities into the wick, and has all the effect of the 
heat exercised upon it. 
There is another condition which you must learn as 
regards the candle, without which you would not be 
able fully to understand the philosophy of it, and that 
is the vaporous condition of the fuel, In order that 
you may understand that, let me show you a very pret- 
ty but very common-place experiment, If you blow a 
candle out cleverly, you will see the vapor rise from it. 
You have, I know, often smelt the vapor of a blown- 
out candle, and a very bad smell it is; but if you blow 
it out cleverly, you will be able to see pretty well the 
vapor into which this solid matter is transformed. I 
will blow out one of these candles in such a way as not 
to disturb the air round about, by the continuous ac- 
tion of my breath; and now if I hold a lighted taper 
two or three inches from the wick, you will observe 
a train of fire goiug 
through the air till it 
. reaches the candle, I 
twa am obliged to be 
quick and ready, be- 
cause if I allow the 
vapor time to cool, it 
becomes condensed 

‘into a liquid or solid, 
or the stream of com- 
bustible matter gets 
disturbed. 

Now, as to the shape 
or form of the flame. 
It concerns us much 
to know about the 
condition which the 
matter of the candle 
finally assumes at the 
top of the wick, where 
you have such beauty 

: and brightness as 
nothing but combustion or flame can produce, You 
have the glittering beauty of gold and silver; and the 
stil higher lustre of jewels like the diamond and ruby ; 

but nothing of these comes by comparison near to the 
brilliancy and beauty of flame. What diamond can 
shine like flame? It owes its lustre at night time to 
the very flame shining upon it. The flame shines in 
darkness, but the light which the diamond has is as 
nothing, until the flame shines upon it, when it is bril- 
liant again, The candle alone shines by itself and for 
itself, or for those who have arranged the materials. 
Now, let us look a little at the form of the flame as 
you see it under the glass shade, It is steady and 
equal, and its general form is that which is represented 
in the diagram, varying with atmospheric disturb- 
ances, and also varying with the size of the candle, It 
is a bright oblong, brighter at the top than 

toward the bottom, with the wick in the 

middle, and beside the wick in the middle 

certain darker parts toward the bottom 

where the ignition is not so good as in the 

part above, I have a drawing here, made 

many years ago by Hooker, when he made 

his investigations, It is the drawing of 

the flame of a lamp, but it will apply to 

the flame of a candle. The cup of the can- 

die is the vessel or lamp; the melted 

spermaceti is the oil; and the wick is com- 

mon to both, Upon that he sits this little 

flame, and then he represents what is true, 

a certain quantity of matter rising about 

it waich you do not see, and which, if you 

have not been here before, or are not fa- 

milier with the subject, you will not know 

of. He has here represented the parts of 

the surrounding atmosphere that are very essential to 
the flame and that are always present with it, There 
is 3 current formed, which draws the flame out, for the 
flame which you see is really drawn out by the eur- 
rent, and drawn upward to a great height, just as Hook- 
er has here shown you, by that prolongation of the 
currrent in the diagram. You may see this by taking 
a lighted candle and putting it in the sun so as to get 
its shadow thrown on a piece of paper. Huw re- 
markable it is that that thing which is light enough 
to produce shadows on other objects, can be made to 
throw its own shadow on a piece of white paper or 
card, so that you can actually see streaming round the 
flame something which is not part of the flame, but is 
ascending and testing the flame upwards. Now I am 
going to imitate the sunlight, by applying the voltaic 
battery to the electric lamp. You now see our sun 
and its great luminosity; and by placing a candle be- 








tween it and the screen, we ‘get the shadow of the 


flame. You observe the shadow of the 
candle and of the wick; then there is a 
darkish part, as represented in the dia- 
gram, and then a part which is more dis- 
tinct. Curiously enough, however, what 
we see in the shadow as the darkest 
part of the flame is, in reality, the bright- 
est part, and here you see streaming up- 
ward the ascending current of hot air, as 
shown by Hooker, which draws out the 
flame, supplies it with air, and cools the 
sides of the cup of melted fluid. 

I can give you a little further illustra- 
tion for the purpose of showing you how 
flame goes up or down according to the 
current, I have here a flame—it is not 
acandle flame—but you can, no doubt, 
by this time generalize enough to be able 
to compare one thing with another— 
what I am about to do is to change the ascending 
current that takes the flame upward into a descending 
current, This I can easily do by the little apparatus 
you see before me. The flame, as I have said, is not a 
candle flame, but it is produced by alcohol so that it 
shall not smoke too much. I will also color the flame 
with another substance, so that you may trace its 
course, for with spirit alone you could hardly see 
enough to have the opportunity of tracing its course of 
action. By lighting this spirit-of-wine, we have then 
a flame produced, and you observe that then held in 
the air it naturally goes upward. You understand now 

tte Fon 99 easily enough 
why flames go up 
under ordinary 
circumstances — 
it is because of 
the draft of air 
by which the 
combustion is 
formed. But now 
by blowing the 
flame down you 
see I am enabled 
to make it go 
downward into 
this little chim- 
ney, the direction 
of the current be- 
ing changed. Be- 
fore we have concluded this course of lectures, we shall 
show you a lamp in which the flame goes up, and the 
smoke goes down, or the flame goes down and the 
smoke goes up. You see, then, we have the power in 
this way of varying the flame in different directions, 


There are now some other points which I must bring 
before you, Many of the flames you see here vary 
much in their shape by the currents of air blowing 
around them in different directions; but we can, if we 
like, make flames so that they look like fixtures, and 
we can photograph them—indeed, we have to photo- 
gragh them—so that they become fixed to us, if we 
wish to find out everything concerning them. That, 
however, is not the only thing I wish to mention. If 
I take a flame sufficiently large, it does not keep that 
homogeneous, that uniform condition of shape, but it 
breaks out with a power of life which is quite wonder- 
ful. Iam about to use another kind of fuel, but it is 
truly and fairly representative of the wax or tallow of 
acandle, I have here a large ball of cotton. which 
will serve as a wick, And, now that I have immersed 
it in spirit and lit it, in what way does it differ from 
an ordinary candle? Why, it differs very much in one 
respect, that we have a vivacity and power about it, a 
beauty and life utterly unlike the light presented by a 
candle. You see those fine tongues of flame rising up. 
You have the same general disposition of the mass of 
the flame from below upward, but, in addition to that, 
you have this remarkable breaking out into tongues 
which you do not perceive in the case of a candle, 
Now; why is this? I must explain it to you, because 
when you understand that perfectly, you will be able 
to follow me better in what I have to say hereafter. I 
suppose some here will have made for themselves the 
experiment I am going to show you. Am TI right in 
supposing that anybody here has played at snapdrag- 
on? I do not know a more beautiful illustration of the 
philosophy of flame, as to a certain part of its history, 
than the game of snapdragon, First, here is my dish; 
and let me say, that when you play snapdragon 
well you ought to have the dish well warmed; you 
ought also to have warm plums and warm brandy, 
which, however, I have not got. When you have put 
the spirit into your dish, you have the cup and the 
fuel; and are not the raisinsacting like wicks? I now 
throw the plums into the dish, and light the spirits, 
and you see those beautiful tongues of flame that I 
have referred to. You have the air creeping in over 
the edge of the dish forming these tongues. Why? 
Because through the force of the current and the ir- 
regularity of the action of the flame, it cannot flow in 
one uniform stream. The air flows in so irregularly 
that you have, what would otherwise be a single im- 
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these little tongues has an independent existence of its 
own. Indeed, I might say, you have bere a multitude 
of independent candles. You must not imagine that 
because you see these tongues all at once, that the 
flame is of this particular shape. A flame of that 
shape is never so at any one time. Never is a body of 
flame like that which you just saw rising from the ball, 
of the shape it appears to you. It consists of a multi- 
tude of different shapes, succeeding each other so fast 
that the eye is only able to take cognizance of them 





all at once. Iv former times, I purposly analyzed a 
flame of that general character, and this diagram shows 
you the different parts of which it is composed. They 
do not occur all at once; it is only because we see these 
shapes in such rapid succession that they seem to us 
to exist at one time. 

It is too bad that we have not got further than my 
game of snapdragon, but we must not, under any cir- 
cumstances, keep you beyond your time. It will be a 
lessen to me in future to hold you more strictly to the 
philosophy of the thing than to take up your time so 
much with these illustrations, 
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Report of Inspector of Illuminating Gas to 
First Branch City Council, Baltimore. 

We are under ebligation to Prof. Wm C. A, Aiken, 

of Baltimore, Inspector of Illuminating Gas, for 

the following report, which has been unavoidably 

crowded out of our columns the past two issues of the 

Journal : 

To the Honorable President and Members of the First 
Branch of the City Council : 


Gentlemen: Early in March the undersigned was 
requested by a resolution of yeur honorable body to 
“ furnish all information in regard to the burners used 
for street lamps and other purposes by the city author- 
ities, and aleo his opinion as to the merits of the 
several burners used and which is the most economi- 





The reply to this inquiry I beg leave now to present, 
premising that ite long delay has been unavoidable, as 
the time required for a careful comparison of the large 
pumber of sample burners presented could only be 
found during the brief intervals of professional engage. 
ments, Understanding the inquiry as referring to the 
existing stare of things, al! my experiments have been 
conducted simply to determine what are the best bur 
ners to use with the gus of the Baltimore Gas Company. 
when burned under the average maximum pressure, 
existing over a very large part of our city With gas 
of uniform quality, the supply of air, the size and form 
of the orifice of the burner, aud the velocity of the 
issuing jet, will all influence the light-giving power, 
and thus the same ‘bulk of any gas may yield very 
different quantities of light, according to the burper 
used, The orifice may be too large or too small; the 
v: locity of the stream. or in other words, the pressure 
on the gas, may be too great or too little, and the cow- 
bustion may be too rapi«i or too slow. 

it is a mistaken idea to think to economize gas by 
using a burner with too small an orifice; with such we 
will always fiod a flame showing a larze amount of non- 
luminous Llue base. If, on the other hand, the orifice 
is too large, the escape of gas will be too abundant, 
the combustion will be imperfect and the flame will be 
smoky. 

The greatest obstacle to the economical consumption 
of gas is undoubtedly the great pressure in the street 
mains, This pressure can be diminished in any build- 
ing by partially closing the stup-cock behind the 
meter, between that and the main. But the objection 
made to this is that it has to be done every month 
where a wet meter is used, and is thereiore trouble- 
sowe The same object can be accomplished in ancther 
manner—that is, we cao retard the flow of the gas 
and consequently diminish its velocity as it escapes 
from the burner by other means. All burners that pro- 
fess to economize gas have some contrivance for this 
purpose. Sometimes a diapbragw of wire gauze and 
sometimes some fibrous material, as wool or cotton, is 
placed in the body of the burner; but in time these are 
liable to become obstructed, and so impervious as to 
require to be removed and renewed. 





Of the various methods employed for checking the 
flow of gas from the burner, which have come under 
my notice, the plan adopted in the double burner 
arrangement appears to be the most economical. The 
Cylinder burner, the American patent, the Young 
America, and the Imperial gas economizers, are con- 
structed on this principle. In other forms of burners 
examined, there are eluborate and ingenious devices 
intended to accomplish: the same thing—to control the 
flow of gas. Among these I may name the “ Index 
burner,” a double burner with an index regulator in- 
side; the “ Mill burner,” with a screw regulator on the 
outside, and the “ Avery durner,” which claims to have 
a eelf-acting valve, all apparently not so well fitted for 
general and common use. The eame may be said of 
some special contrivances for increasing the light of a 
given flame. Such as “Croll’s Platina Perfector,” 
adapted to the Union jet and the cap of the “ More 
Light” burner used on a batwing. The last by inter- 
fering with the direct contact between the air and the 
base of the flame on one side, appears to increase the 
light by restricting the extent of this non luminous blue 
baze. The action of these will be found noted in the 
table of results appended. So far as any conclusions 
can be drawn from my experiments, a brief glance at 
the table will show that the burners that interpose a 
check to the flow of gas when used under high pressure, 
are much better than those that have no such check. 
Those known as the American patent, the Cylinder 
burner, and the Imperial gas economizers, have given 
the most satisfactory record. By substituting one of 
these for the old fashiened open iron or brass single 
burners, which offer no obstacle to the flow of gas, a 
much less quantity can be made to yield the same 
amount ef light. And in that preportion the burners 
reccomended will prove most economical. “ Tufts’ 
street burner,” said to be in use on the street lamps in 
Boston, has connnected with it a regulator intended to 
equalize the flow of gas under varying pressure. 

hether better than those named above could not be 
determined from my limited examination. It is stated 
that the double or cylinder burners are largely used in 
New York city on the public street lamps, and the 
Young America burners in Cincinnati and in Buffalo 
In my triale the “ American patent” has done better 
than either of the others. It is hardly necessary to 
add that all the burners in a gross of any kind are not 
likely to be equally perfect. The best form of burner 
ascertained, the material of which it is made, is an im- 
portant censideration. Of two equally in all 
other respects that one will be the best which will last 
longest unchanged. A metal tipped burner will cor- 
rode and become unfit for use by the action of heat 
much sooner than a lava or porcelain tip, and there- 
fore the latter are to be preferred, Where a very 
bright light is required, the Argand burner, as a gene- 
ral rule, is the beat. But their yreater cost and great- 
er trouble ia using, with the breakage of chimneys, 
interpose to prevent their common use. They are 
net the most economical whereta lesser amount of light 
will suffice; in such case the Batwing, or Union jet is 
better fitted. Among the Argands tried, ‘‘ Sugg’s New 
London Standard,” with six-inch chimney, is the mest 
remarkable, supplying the light of eighteen candles by 
the consumption of four cubic feet of gas per hour, 
Having but a single sample of the kind I cannot say 
whether fairly represents the average p wer. 

Je conclusi .o it only remains to return my thanks to 
those who have kindly supplied burners for examina- 
tion. To Messrs Rodgers & Son I am indebted for the 
loan of a very large a-sortment, including some forty 
different kinds; to Messrs, Ault & McEvoy for samples 
of Croll’s, Sugg’s, and Letheby’s English and an 
assortment of American burners; to Messrs. Davicdeon 
& Uo., fer the “ More Light,’ the Avery, and various 
others; and to Messrs. brooks, Grimes, Pope & Cole, 
Saunders (of the Gas Company’s Office,) and McLaugb- 
lin, of our own city; and to Messrs, Tufts, of Boston, 
E. P. Gleason, and Archer, and Pancoast, of New York, 
and C. Gefrorer, of Philadelphia, for numereus samples 
ot the most reliable burners in use. 

Respectfully, 
Wituam E,. A, Arken, 
Inspector of liluminating Gas. 





The first column of figures in the table gives the 
pressure on the yas in the street main, represented by 


the height of a column of water in inches and tenths, 
The second column gives the estimated consuming 
power of the burner, in cubic feet per hour; the fourth 
gives the actual consumption in cubic feet per hour, 
and the fifth column gives the illuminating power of 
the burner ueed. The temp-rature of the photometer 
room ranged from 60 deg. to 65 deg. Fah. The candle 
power of the gas by the standard Argand was 18 can- 
dle, No attempt was made to determine which 
burner would give the most favorable conditions. The 
only inquiry wae which burner would give the most 
light under the existing conditions, The governor was 
thereiore thrown aside and a connection was made witb 
the street main, and the gas was burned, as when in 
ordinary use by the public. 





Table of Liyht-giving Power of different Burners. 



























































aale (88 ./2& |e 
oa | 33 lec sleesiecs 
Usion Jer Buanans. 5S) 58 |. S2/2° S/8s0 
$e | 8a |Soslsesiges 
Ef la” |g4*3° 42 & 
mn = <7] = 
American patent.............. 8.5} 2.1] 8 4.75 | 18 
Young pa emors igkhsawhiised 8.5| 2.7] 8 8 11 
Mili burner, maximum........ $8; 1.6] 4 6 18 
se minimum... ..... 8.8) 2.1| 4 5 15 
American patent ... .......0. 8.8) 2.1) 4 5 17 
Iron double burner........... 8.8 | 2.8) 4 + B 
Cylinder burner....... $8/ 1.4) 4 4.5 6 
¥ panera $8.8! 1.2] 4 + 16 
“ pies i FRE a Eee Te 
Young America....,.......-.- 8.38) 28) 4 4.5] 18 
Imperial burner.......0....+- 83) 1.6) 4 6 1T 
os jetisccsnet BBE 325.4 4 
Iron single burner, no check. . 88); 1.8] 4 5.5) 1 
_ § eee ay 8.5|) 1.9] 5 5.5 4 
Cylinder burner.... 85} 1.4] 5 4 He 
American patent..... 8.5| 2.9] 5 8.5) 1 
Avery valve burner...... 4.5] 1.6] 5 5 16 
American patent.............. 85) 1.8) 5 4.75 | 18 
Young America. ..........ss0- 85) 2 5 5.5) 20 
Imperial burner.........-... 8.5 9] 5 4 os 
Iron single burner. no check...) 8.5 | 1.8] 5 6 4 
Mill burner,.......... oe o-0.| 8.5] 1.5] 6 5.5 o. 
Cylinder purner............6. | 8.5) 1.9} 6 5. os 
Young America........ 85; 1.8] 6 5 . 
Imperial burner .. , .. .--| 8.5] 1.5] 6 5.5 “ 
Imperial gas economizers...... 8b] 2.7] 8 3 
“ er. atin 85| 2.9) 4 4.5| 14 
: ss Kiev) eae Le 5.5 | 17 
Glass burner, Myers’ patent ..| 4.5 | 1.6) 6 6 8 
Burner Croll’s plava perfector, $.5 | 2.1 | 0 4.5 4 
“* without “ 8.5) 1.8) 5 5.5 0 
Index burner....... 2.2.0.0. 8.5] 1.7) 6 55) 1 
ss tcndei Gana nite dx 8.5| 2.8| 1 2.5) 7 
Ii “waa ceainebethed 85} 98|2 | 4 | 8 
me. , etpeentasestctens 8.5) 2.1 8 4.5| 
BATWING BURNERS. 
Cylinder burner.............. 8.8] 2.6) 8 8.75 | 14 
Young Amores... $5126) 8 | 8.5 4 
American patent. . $.5° 2.2| 8 4.5 
e eece --.| 8.5, 2.1) 4 4.1%5| 19 
Cylinder burner............-.| 8.6) 1.7; 4 | 4.5 2 
Young America ...........00- 3.5)| 2.2] 4 8.5 14 
Iron double burner............ 8.5| 2.4] 4 4 20 
Imperial burner............... 8.5/| 1.7] 4 6 18 
Cylinder burner........0...+s+ 8.5/ 2. 4 5 18 
Mill burner, maximum... 8.8) 1.8} 5 6 6 
“ minimum... 8.3) 21] 5 5 bo 
Cyliuder burner......... -..| 8.8) 1.8] 5 5 4 
Iron double burner............ $8.3) 1.8} * 4.25 16 
Cylinder burner ........+.+00+- $8/ 21] 5 | 4.2 18 
American patent.............. 8.8/ 1.7] 5 5.25 18 
Young Amerioa............... 3.8) 1.7] 5 5 % 16 
Imperial burner......... +00: 8.5) 1.4) 5 6 : 
Mill Borner...,.... ont 8.5] 1.5] 6 5.5) 1 
Cylinder burner... .. $.5] 1.2] 6 6 3 
Iron double burner... ---| 8.5] 1.6] 6 5 ’ 
American patent..............| 8.5] 1.9] 6 5 = 
Young America. ........ ... 8.5; 1.8] 6 4.5) 1 
Imperial burer..............| 85] 1. | 6 6 4 
Glass burner, Myers’ patent...) 8.5} 1.5 6 1 4 
Tuft’s patent street burner....; 8.5 | 2.2 8 . 
More light patent, with cap....) 835) 1°9| 5 6.5; 1 
“ “ without cap.| 8.5] 1.9; 5 5.5) 14 
“ “ witheapfix’d] 8.5] 1.9| 5 5 8 
Iron double burner for st. lamp| 8.5] 1.8} 5 5 1 
ts “ “ “ 8.5} 2.2| & 4.5) 11 
‘ “ “ “ 8.5) 1.5) 5 5.5 | 14 
“ “ “ “ $.5| 2 5 4.5 | 12 
“ “ . “| 85) 1.8/ 5 13 
“Gar set « 13.5] 92] 56 | 425) 18 
“ “ ts “ 8.5) 824) 5 5o5| 18 
a “ “ “ 8.5 2.8 5 5.5 14 
“ « My “ 8.5 2.1 5 6.25 16 
& a 
eds is | 8s lgtu|zé 
+Seeiesits iss 
ARGAND BURNERS, - seinZzvige gSe z23 
sf ze S* Sel} 25° ge 
wo is 6 So™ Es 
Noi _— 85)1 | 40| 7] 6) 6. 19 
Raton, AGED. + v0 | Sela fo| 7| 6} 85] 18 
“ ce eeesoe| BO] % 186) T] 6) 45) 1 
Rhode Island Argand... 8.5/1 }40} 7Tj1.1) 4.5 14 
“ “ wa... 8911 140] 7] 6] 6 18 
os ogden ee OT oe 
Suge’s, Letheby’s stand’d,| 85/%/15| 1| .8| 4.5 = 
Sugg’s New London “ 85|%1%!| 6| 8] 4. 18 
Standard Argand........ 8.5/1 $15) 7} 4] 5. 

















British Association of Gas Managers. 


The seventh annual general meeting of this Aesocia- 
tion was,held Tuesday, June 7, at the rooms of the 
Society of Arts, John street, Adelphi, London, The 
Vice-President Maanus Onren, Esq., A. I. C. E. (inthe 
absence of the President Mr. Esson, in consequence of 
illness) delivered an extended inaugural address, from 
which we collate such portions as will be interesting 
to the gas fraternity in this country. 


GAS PURIFICATION AND SCRUBBERS. 

The next thing of importance, after making the gas 
in good productive quantity is quality. Gas can be 
made practically free from impurities, and it is but 
right that the consuming public should have pure gas 
to burn, especially now that chemical science has shown 
us the way to free our gas from those impurities which 
thirty years ago we supplied with the gas, because we 
had not thea the knowledge required to grapple with 
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those difficulties, About that time, with gas at 10s° 
per 1000 cubic feet [ re nember perfectly well, when 
teating the gas for sulphuretted hydrogen by means of 
acetate of lead—the only test for sulphur known to gas 
engineers of that day—lI often found the test of a shade 
which, if found in the gas ef the present day, would 
make Dr. Letheby’s hair stand on end with horror at 
the amount of impurity. Mind, I am giving you my 
experience of 80 years ago, when I was a pupil of the 
engineer of one of the London gas companies. Chemi- 
cal science has, however, made vast strides since then, 
and the case is very different in the present day. Gas 
can now be, and should be. sent out to the public free 
from visible sulphuretted hydrogen and ammonia: and, 
further, no well regulated gas establishment should 
now send out gas of a less illuminating power than 12 
standard sperm candles, burning 120 grains, when com- 
pets with five feet of gas burnt through the Letheby’s 

ondon burner, nor less than 134 candles burnt through 
the gas referees’ or Sugg’s new ‘ London” borner, and 
I believe the consumers have no cause to complain 
that this is not done. Gas managers are constantly 
trying new inventions to improve the purity and illu- 
minating power of gas, and when thoroughly proved 
the members are always willing to impart the know 
ledge so gleaned, and there is scarcely a meeting of 
this Association but we have a paper on purification in 
some of its branches, showing the proper importance 
that members attach to this subject. On the present 
occasion we have two such papers, one by Mr. Upward 
of the Chartered Gas Company, on purification; and 
one by Mr. George Livesey, of the South Metropolitan 
Gas Company, on ecrubbers. I mnst, however, parti- 
cularly draw your attention toscrubbers. Of all appa- 
ratus in general use upon a gas factory, probably no 
pertion is eo uncertain and unsatisfactory im its opera- 
tion as the ordinary coke scrubber. Care is taken, in 
designing this purifier, to provide scrubbing surface of 
proper proportion to the gas made, but the mainte- 
nance of this proportion is a question of time, and often 
of very little time. Under very favorable conditions, 
as regards the kind of coal used and the condensing 
apparatus through which the gas has previously passed, 
the scrubber may perform the duty for which it was 
intended; but almost always when a scrubber is opened 
it is found that there is just sufficient room in the cen- 
ter to pass the volume of gas for the time being, all 
other openings being filled with deposit. Some admi- 
rable arrangements for distributing liquor are in use. 
but ne mode of distribution of water or liquor that I 
know of can prevent or dislodge this deposit. Steam 
has been successfully used to prolong ‘the life of the 
material, and save the cost of ehanging it; but any 
force the water may possess is exhausted by the upper 
strata of scrubbing material, and it simply finds its way 
to the central apertures through which the gas ascends. 
My brother, Mr. John Ohren, the engineer-in-chief of 
the Rio de Janeiro Gas Company, substituted plates of 
iron for trays of coke, and with good effect; and Mr. 
George Livesey will explain in his paper an admirable 
arrangement by means of thin boards placed edgeways 
tier above tier, which he has used at his worke, and 
which, he says, is very effective, never gets out of order, 
and never wants changing. Well, so far, we seem to 
be arriving at a point of perfection in scrubbers; but 
then we find we bave arrived at the same time at a 
knowledge that the scrubber is, after all, not the friend 
to gas managers it was supposed tobe. We know that 
scrubbing is very effective in taking out the ammonia 
from the gas,and it having been found necessary to 
reduce the amount of sulphur compounds contained in 
the gas. to comply with the conditions required by the 
Metropolis Gas Act of 186, that gas should not contain 
more than 20 grains of sulphur im every 100 cubie feet, 
the ingenuity of gas managers and gas chemists became 
taxei to devise means to this end. Among other expe- 
riments, the washing of the gas in the serubbers, more 
particularly with an:moniacal liquor, was found to be 
beneficial in removing sulphur, and it was supposed 
that the greater the scrubbing surface the greater the 
amount of sulphur removed; but to the present time 
we have no reliable data to go upon. From caretul 
testings of the gis for sulphur compounds, before and 
after entering the scrubber, to ascertain the full eff-ct 
of the working of that part of the purifying apparatus, 
we find that the amount of sulphur in the gas varies 
from day to day ina remarkable manner, and from 
Causes not yet ascertained 


EXPERIMENTS OF THE GAS REFEREES. 


The board of gas referees have to determine a maxi- 
mum tor the sulphur compounds, and therefore their 
proceedings are of extre:.e importance to the London 
gas companies, Averages are of little use here, for the 
London Gas Acts of 1868-9 require that the maximum 
shall, under heavy penalties, be observed for each sin- 
gle day. The referees have not yet issued any public 
report on the subject, but I learn that experiments on 
a manufacturing scale—the only ones reliable—have 
been made, ahd are still in progress, under the instruc- 
tions of the referees, which unquestionably will throw 
much light on this difficult point, Among others, a 


tain the efficiency of each separate part of the various 
purifying processes employed in gas works. My suc- 
cessor in office will be in a position to comment upon 
these experiments at the next annual meeting of the 
society. For myself, judying from the information 
given to me by the engineers conducting those experi- 
ments, I must say that the idea entertained in many 
quarters of trusting to increased scrubbing power as a 
means of lessening the amount of sulphur ie the gas is 
wholly contradicted by the result of those experiments, 
so far as they have gone, [may add, that if the 
referees properly and wisely discharge the important 
duties devolving from time to time upon them, the re- 
sult cannot fail to be of much use to the science of gas 
manufacture ; for they have, what none of us ever had 
before, the means of instituting careful experiments, 
upon a uniform plan, in each of the large gas-works 
under their supervision, and thereby combining and 
bringing te a focus the knowledge of the able engineers 
of the sveral companies, and sifting out the truth ina 
practical and reliable manner. 


TESTING GAS FOR SULPHUR. 


I cannot quit this subject without calling your 
attention to a new apparatus which the gas referees 
have devised forthe testing of gas for sulpnur com- 
pounds other thau sulphuretted hydrogen, I have 
obtained from Mr. Sugg a specimen of this apparatus. 
Ths main differende between it and Letheby’s appara- 
tus is twofold—firstly, instead of a large empty cylin- 
der, the relerees use a small upright cylinder filled 
with glass balls, a sort of scrubber, in fact; secondly, 
a careful adjustment has been made to secure a good 
draught. ‘The bottom of the Letheby apparatus is left 
open, and also the area of the lower end of the “ trum- 
pet tube” is considerably larger than that of the upper 
end; accordingly the instrument, besides requiring to 
be carefully guarded against side draughts, is liable to 
this drawback, that the external air, although drawn 
up by the heat to the height of the burner, cannot all 
pass upwards through the narrow orifice above, and 
consequently is liable to regurgitate and escape again 
at the lower end; in the referees instrument this is 
prevented by covering the lower end of the trumpet- 
tube, and narrowing the admission of air in such a way 
as toimprove the draught, which at the same time 
protects the lower end of the instrument from the action 
of external currents. From experiments made with 
the two inetruments, I find that the amount of sulphur 
obiained by the referees test is as 80 grains against 24 
grains obtained by the Letheby apparatus. I need 
hardly say that the adoption of this more efficient test 
for the sulphur compounds must in justice to the gas 
companies, be properly taken into account by the 
referees before they fix the maximum of sulphur to be 
allowed in the gas of the companies placed under their 
supervision by the recent Acts of Parliament. 


AUTOMATIC LAMY: LIGHTERS, 


Since our last meeting we have two additional “ iron 
lamplighters”"—the hydraulic lamplighter and the 
pneumatic lamplighter, the first designed by Mr. Hun 
ter, an engineer, but not connected with gas-works, He 
has produced an apparatus to be worked by hydraulic 
power. The peculiar feature is that by one operation 
the tap is opened, a match struck, and the gas lighted. 
A service-pipe is to be laid throughout the di-trict to 
be lighted, with branches toeach lamp. The pipes are 
charged with water, and the pressure required is given 
and maintained from a tank placed at the required ele- 
vation, Inside each lump post is to be placed a smal! 
cylinder, to the piston of which isattacheda rod. The 
top of this rod is serrated, and gears into a toothed 
wheel attached tu the plug of the lamp-tap, which is 
turned round, and opened as the rod rises. A sinall 
fusee drops from a reservoir, and is carried by a swivel 
plate toa piece of roughened spring, on which it is 
rubbed and ignited. It is then carried round past the 
burner, the gas lighted, and the fusee drops te the 
bottom of the lantern, Io the morning, when the gas 
18 to be extinguished, the pressure of water is txken 
off the cylinders and an escape-t»p opened, the pistons 
drop with the weight of the rod. and the taps are 
turned off Itis propos d that, as the lamps are 
cleaned weekly, the lamp-cleaner shall supply the res 
ervoir with a week’s supply of matches, 

Now, up to this pomt allis satisfactory. I have 
tried the model apparatus repeatedly, and found it to 
work well, the only exception to the general plan, as 
worked by the mode! being the ignition of the matches, 
as they occasionally fail; but this is a difficulty of 
little moment, as guod matches can easily be procured. 
My great objection was that in a hilly district the 
pressure of water could not be taken off the cylinders , 
therefore the pistons in the lamps on the side of a hiil 
would be kept up by the pressure from the top of the 
hill, and as it would be out of the question to take the 
water out of the pipes every mornivg, and recharge 
them before night for relighting, the lamps would con- 
tinue burning. Mr. Hunter, when | discussed the 
matter with him, thought to get over the difficulty by 
weighting the rods, and varying the size of the cylin- 





systematic series of experiments is being made to ascer- 


der; but he took my advice not te commence in a 


hilly district, and he is -prosecuting his operations as 
Southport. Another greater dilfficulty 1 foresee it 
the freezing of the water in the pipes in winter, which, 
I tear, will curtail his richly deserved reward for his 
beautiful invention, One bint | may throw out for 
his consideration—the use of sea water. It is not 
only at the sea-side that this can be got, but’ as a com- 
pany is forming to supply sea water in London ata 
cheap rate, the London gas companies can be supplied 
with sea water for their iron lamplizhters, unless it be 
superseded by the pneumatic lamplighter, the second 
inventien mentioned, the patentees of which, Messrs. 
Sthphenson, Bartholomew, and King, have oo doubt 
foreseen the difficulties I have spoken of. Their “iron 
lamplighter” is worked with air instead of water, and 
from all I at present see will prove asuccess, There 
is a model working apparatus on the table, and -vem- 
bere will not only have a chance of seeing the working 
of it, but have an explanation, if ticue will permit. 

Since writing the foregoing, Ihave heard from Mr. 
Hunter. He says: “ I am happy to say the ¢ -ymon 
works well, All through the last winter it has been 
entirely uneffected in its working by frost ; the lamps 
light in rapid succession, so that the cylinders are not 
all required to be filled at the same moment, consequent- 
ly a small water pipe will answer the purpose. 


GAS EROM OOAL TAR, 


[Our readers are advised not;to accept thls sine grano 
salis, We shall throw out some remarks thereanent at 
an early day.—H. W.] 


While on the subject of tar, I may state that another 
important use tar is likely to put to isthe manufacture 
of gas, As tar contains a large quantity of rich hydro- 
carbons, it has engaged a large share of the attention 
of gas managers, who for many years have, by various 
means, endeavoured to convert the valuable fluids 
which it contains inte permanent gasses. Their attempts, 
however, have not been attended with anything like 
success—principally because it was found that solid 
deposits and naphthaline caused obstructions in the 
mains and pipes, and carbon on the retorts, without 
the anticipated increased quantity of gas. Improve- 
ment has, however, been introduced at Cork, by Messrs, 
Still and Lane, aad although the new process has been 
in operation there over a year, no deposits have been 
observed in either the manufacturing or distributing 
apparatus, : 

The essential difference in their process, which by- 
the-by, they have patented, consists in the thorough 
amalgamation, by suitable machinery, of the tar with 
a portion of the coal which is to be carbonized. From 
30 to 40 gallons of tar are mixed and ground up with 
with three-quarters of a ton of coal and a quarter of a 
ton of breeze; the proportion to be used is 25 per cent, 
of the total quantity of coal to be carbonized. 

The advantages claimed for the process are a large 
yield of gas, increased illuminating power and a re- 
conversion of breeze into coke, its particles being 
cemented together by the pitch of the tar. It is said 
that inferior Welsh coal treated under this patent can 
be made to yield 15 candle gas, tested by the old 
London burner, The theory of the precess appears to 
be this—that while in former experiments the tar was 
merely distilled, in this process it is in a great measure 
decompos-d and the poorer gases coming from the cusk 
while in ‘heir naseeot state ¢ »mbine with the rch hye 
drocarbons of the tar, which are thus con:e ted iato 
permauent gases, instead ot condensing «nd forming 
vbstructions In the a paratus The patentees have 
given a long trial to the precess before endeavor- 
ing to get it adopted by other companies, Some triis 
have been made in Dublin, extendng over several 
weeks, which have resuited, it is reported, in consider- 
able economy of manufacture. If further experience 
confirms these results, gas companies—purticularly 
where the iron stoker is in use—wiil no doubt adopt 
the process, and as a conseqnence, tar will ris~ iu price, 
as a great quantity will be withdrawn trom sale. Gas 
managers wiil do well w bear this in miod in making 
thew contracts tor the sale of tar. 


GAS FOR HEATING AND COOKING PURPOSES, 


We have a paper by Mr. Goddard, of Ipswich, on 
the “ Application of Gas to the Generation of Steam.,, 
Avy application of gas to the uses of man must be a 
b: nefic to the gae producer as well as to the gas con- 
sumer, and therefore the application of gas to the gen- 
eration of steam, whether for machine power or tor 
cooking, if effective, must cause an increase in the sale 
of gas. That gas can be used jor cvoking with advan- 
tage is a fact known to many of us. Mr. Somerville, of 
Dublin, introduced cooking-stoves at Maidstone, and so 
satisfied were the consumers witb the use of his stoves, 
that they were taken faster than he could make them, 
and his summer consumption of gas was largely in- 
creased thereby. I believe he has also intro:iuced them 
at Dublin, ahd I have no doubt with good results, 
Hitherto the great daawback to covking stoves has 
been the smell, but by using stoves made with glazed 
tiles and atmospberic burners, there is no smell, and 





they can be fixed in any part of the house, as they req 
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quire no chimney. The benefit to be derived from the 
use of these stoves in small houses during the summer 
months is self-evident. From experiments made by 
myself, I have found that the cost of gas for cooking a 
joint is very much lees than coal, if the fire has to be 
made for that purpose only, These stoves have just 
been introduced to our consumers ; they cost the com- 
pany £5 5s. each, and we let them out ata rental of 
2s. 6d. per quarter. I recommend gas managers to 
consider this subject, with a view to increase their 
euwmer consumption. 


[Owing to the crowded state of our columns, we have 
to omit two interesting tables in connection with this 
subject. ] 


PHOTOMETRY. 


Among the novelties of photometry is the apparatus 
designed by Mr. F. W. Hartley, of Westminster, The 
apparatus consists of three photometers converging to 
acommon center, which is occupied by one candle, so 
that three operators may determine the illuminating 
power of any one of three gases compared with one 
and the same candle, Fortunately the days are pass- 
ing away when two or more gas companies were al- 
lowed to supply gas in the same street, generally re- 
sulting in a waste of the shareholders money, and a 
loss to the consumer, otherwise this photometer would 
have been useful to try one company’s gas against ano- 
ther, but now I do not see the object to be obtained. I 
can understand three operators testing the gas at one 
time, and then comparing their results. I believe they 
would be nearer the truth than three separate testings 
by a single burner ; not that I put much faith in the 
report of difference in human vision. I believe the dif- 
ference to be in the candle, not in the vision: and I am 
led to infer, if this be so, that Mr. Hartley’s instrument 
would be more perfect if his gas were in the centre, 
and the candles placed st the three points, The diffi- 
culty that Ihave experienced most in photometry is 
the variation in the amount of light given by different 
sperm candles, and even different parts of the same 
candle, and under different temperatures ; and I con- 
ceive that the more we multiply the candles the nearer 
we arrive at acorrect average. Supposing, then, we 
have three pairs of candles, two at each point, by this 
means any variation in one pair of candles will be 
checked by the other two pairs; for although not im- 
possible, yet I think it hardly likely that all the can- 
dies would err exactly in the same way; at any rate a 
certain number of experiments must necessarily end in 
a more perfect result than at present obtained with the 
single apparatus, and this fact I believe was maintained 
by Mr. Kirkham in a paper read by bim at the Institu- 
tion of Civil Engineers last year. 


BURNEES. 


I take this opportunity to direct your attention to a 
report made to the Board of Trade by the referees ap- 
pointed under the City of London Gas Act, 1868. One 
of the questions addressed to the referees was to deter- 
mine the burner to be employed in testing the gas for 
illuminating power. As appears from the report, the 
referees carefully examined the various kinds of bur- 
pers in use, and also some new ones, and the result of 
their inquiries was the adoption of a burner submitted 
to them Mr. William Sugg, now known as “ Sugg’s 
New London Burner ”—in all respects a beautiful in- 
strument, superior to any hitherto invented. 

In the referees report, the burners in use by the con- 
sumer are commented upon. How often has this sub- 
ject been commented upon, and the unfortunate consu 
mer, after trying burner after burner, drags on his life 
in a etate of semi-darkness? He has gone past com- 
plaining, and has a belief that the fault is in the gas, 
not the burners, and that he is being victimized by the 
gas company. wer 

It is therefore a matter of rejoicing to gas managere 
that the gas referees have probed thie sore point—with 
a desire to heal it. Their inquiries revealed in an ex- 
traordinary manner the badness of the burners in com- 
mon use; their investigations, as detailed in their re- 
port, show that some of the burners give barely 20 
cent, of the real illuminating power, and on inspecting 
various large establishments, the burners in use gave 
only 55 per cent. of the illuminating power obtainable 
from the gas. These facts prove in a remarkable man- 
ner how groundless has been the bitter outery on the 
part of the public against gas companies. They show 
that the fault has really lain with the consumers them- 
selves, who have been in the habit of wasting the gas 
supplied to them, and throwing away very large sums 
anpually, by the use of shamefully bad burners. This 
is a point of great importance to the public, and it isto 
be hoped that one result of the publicity given to this 
report by the Board of Trade will be to lead consumers 
to adopt better burners, a change which will be greatly 
in their own interest,and which ought certainly to lead 
to a cessation, or, if that be hopeless, at least toa dimi- 
nution of the outery against the gas companies, At the 
same time let me point out to gas managers that it is 
their duty to assist consumers to a selection of burners, 
For years past I have done this, and we recommend 





Sugg’s steatite burner and the slit fishtail as far prefer- 
able to the 2-hole fishtail, {na paper read by Mr. 
Sugg at our last meeting, on burners, the Brénner bur- 
ner was mentioned as giving an illuminating power of 
12 candles, with a consumption of five feet per hour. 
I have made some experiments with this burner, and 
am pleased with the results. These burners are all 
split or bat’s-wing burners, and glasses are made to 
suit that deseription of burner. They are made of va- 
rious sizes, from one to eight feet. Mr. Greene, of 
King William Street, London Bridge, is the London 
agent for these burners, and they have given great sat- 
isfaction in places where they have been fixed. Mr. 
Sugg has also a new burner which contains in the socket 
a regulator; by this means you can with four sizes effect 
the same object as the Brénner burner with eight or 
nine sizes, 


VALVES, 

Who is there so fortunate as not to have been troub- 
led with leaky valves, and what mischief have they not 
caused? I hope next session we shall have a paper on 
valves, and I would draw attention to Messrs. CO. and 
W. Walker's new patent for improvements in centre- 
valves, “ Cathels and Terrace’s” patent four-way disc 
spovselves, Mr, George Livesey’s water-valve, Thorne- 
oe & Co,’s patent flexible valves, and C. and W. Wal 
ker’s slide-valves for large sizes. Mesers, Walker are 
manufacturing the centre-valves for the Beckton works. 
The centre-valves hitherto made by them were liable 
to leak from settlements of naphthaline and dirt upon 
their surface facings, Some of these deposits were of 
a slippery nature, so that the valves in turning slid 
over them, instead of throwing them off, and became 
leaky. Messrs, Walker’s improvement overcomes this 
difficulty by means of casting surfaced bars, or cover- 
ing facings, in the valve, which do not interfere with 
the passage of the gas, but always cover the surfaced 
facings of the partitions of the body, thus. protecting 
that part from injury of every kind, and rendering the 
valve perfectly tight. A gentleman will be in attend 
ance with a model and drawings for the inspection of 
members ; he will also exhibit a drawing of the new 
wedge-valve. The valve itself is no longer a disc plate 
with a spring behind, but a rigid solid wedge of cast 
iron, having two perfectly surfaced facings fitting the 
facings inside the body casting: it is worked by a pow- 
erful screw, and is said to be perfectly gas tight. 
Messrs. Cathels and Terrace’s are improvements on 
their well-known four-way gas-valves, and consist of a 
simplified arrangement of the gas-ways through the 
valve, reducing it in size and weight, the ports being 
now all on one level, the dise being actuated by one 
movement, instead of two, as formerly; and last, 
though not least, by the impossibility by this arrange- 
ment of accidentally shutting back the gas, because the 
closing of one gas-way simultaneously closes another. 
The principle will be easily understood by an inspec- 
tion of a model of the valve on the table. Mr. Live- 
sey’s water-valve differs entirely from the old water. 
valve, It is very simple, but no doubt very effective. 
It has no facing, springs, or wedges to get out of order, 
and is easily worked. I look upon it us a valuable in- 
vention. Messrs. Thorneloe’s valve appears to be an 
adaptation of the principle of Morton's retort lid, and 
will, no doubt, do very well for small mains. 


[In our next we eball give at length, with the inter 
esting discussion thereon, the first paper read, by Mr. 
Cartuets, “On Setting and Working Retorts.” 


Correspondence. 














[Correspondents in all cases should sign their communications 
with their names and address in full, not ily for publi 
cation, but as a guarantee of good faith —Eps. 











Forewarned Forearmed! Can Exhausters 
Draw In Air? 


Boston, June 28, 1870. 

Messrs, Editors: In these days, when the tendency 
is to draw gas directly from the retort, without the io- 
tervention of the hydraulic seal, it will not be amis to 
detail a direct experiment, in which it was proved that 
air could be drawn in by the exhauster, in dangerous 
quantities, One of the neighboring superintendents, 
who has adopted one of the various means of doing 
without the seal on his hydraulic main, while making 
gas, and who regulates his exhauster so that a pressure 
guuge direct from that main shows only 1-8 inch pres- 
sure, informed me that when he ran the exhauster so as 
to have a pressure less than 0, that he was able to in- 


crease the epeed of his meter largely, and he wanted 

to know to what this increase was due. Being desi- 

rous of seeing this for myself, I went to the works with 

an eudiometer and chemicals, for the purpose of test- 

ne the quality of the gas under the two different con- 
ons, 





In the first experiment with a pressure of 1-8 inch 
on the retorts, the quality was determined when the 
charge was nearly exhausted, and the make from two 
benches of fives was only ten feet in four minutes, I 
found— 


Sulphuretted Hydrogen.......... 0.5 p. ct. 
Carbouic Acid....ccccscsecssss.. 2.0 “ 
EUR ccacegoucesinptscsccess OG © 
Carbonic Oxide.....ccesceesseee 4.8 “ 


Now, upon increasing the action of the exhauster so 
as to produce the exhaustion of two inches upon the 
retort, the meter was made to register just ten times as 
fast, or 100 cubic feet in four minutes, and I found— 


Sulphuretted Hydrogen.......... «4 p. ct 
Garhonbe Med evs. Sicecoccescse 3.6 © 
Oxygen, at least...ccccsecccesess10.0 “ 
Carbonic Oxide, about.......e00+. 8.0 “ 


Ten per cent of oxygen is equivalent to 50 per cent 
of atmospheric air. And this quantity a¢ least must 
have been drawn in, or 5-9ths of total increase, as re- 
gistered by the meter. The presence of an increase of 
carbonic acid, or carbenic oxide, may have been due to 
the combustion of air thus*drawn in the retort, or they 
may have been drawn in directly from the furnace sur- 
rounding the retorts, fete 

To my mind one thing is very clear, viz., that it is 
very dangerous to exhaust so that the pressure on the 
inside of the retort is below 0, because of the difficulty 
of making or keeping the joints about the mouth-piece 
tight ; and if these do leak there is no ready means of 
detecting the leak, since nothing can escape outward to 
show it, and with such leak it is quite possible to form 
inside the mains and pipes, an explosive mixture ready 
at the slightest touch of flame to cause destruction and 
death. Respectfully ,. ae 





CONTAMINATION OF GAS BY AIR. 


[Our readers will remember the joint paper of Pro- 
fessor Situm’n and the Editor, on the important 
subject of The Effect of Air in reducing the candle 
power of gas; published in this Rerzetory, No 12, 
Aug. 16. 1869. The immediate occasion of this inves- 
tigation was the discovery, made first by analysis and 
unsuspected before, of a large ingress of air, due to 
defects in the machinery, in the Gas Works at Fair 
Haven, Conn. This illustrates the importance of fre- 
quent chemical analyses cf gas, a subject so much 
neglected hitherto. The detection and accurate deter- 
mination of air in gas belongs to the most delicate 
operations of eudiometry. My object here isto say 
that I have bad for some time on hand a special edito- 
rial article on this subject of air in gas, which has been 
crowded out, but for which we shall endeavor to make 
room in our next, deferring till then our comments on 
this valuable communication of the able State Gas In- 
spector of Massachasetts,—H. W.] 


—— <--> 


Recent American Patents, 





Pertaining tc the Specialties of this Journal, from the 
2d to the 9th of July, 1870. 


104,403.—Rotary Pump.—William A, Allyn, Boston, 
Mass. 


104,428. Water Wheel.—Alpheus C. Corpe, Stafford, 
Conn, 

104,469.—Rotary Pump —Augnst Leuchtweiss, Cin- 
cinnati, Obio. 

104,471.—Artificial Fuel —E. F. Loiseau and C. F. 
Requin, Nashville, Tenn, 

104,500.—Turbiue Water Wheel.—B. F. Samson, West 
Brookfield, Mass. 

104,501.—Steam Radiator.—Sidney Sanders, Spring- 
field, Mass. 

104,510 Steam Heater.—Samuel D. Tillman, Jersey 
City, N. J. 

104,511.—Steam Generator.—Samuel D. Tillman, Jer 
sey City, N. J. 

104,516.—Shield For Gas Burners.—Hiram J. Wattles, 
Rockferd, Dl. 

104,522.—Steam Generator.—S, Lloyd Wiegand, Phi- 
ladelphia, Pa. 

104,531.—Gas Heater.—Amos Adams, Sturgis, Mich. 

104,588.—Steam Generator.—Wm. H. Arthur, New- 
port, Ky. 

104,579.— Water Wheel.—Willian Greenwell, Ripley, 
Ill. 


104,600.—Water Wheel.—James C. Kelly, Groveland, 

104,604.—Pump.—R. M. Lafferty (assignor to himeelf 
and E. P. Smith), Three Rivers, Mi 

108,605.— Water Elevator.—James F. Latimer, Detroit, 
Mich, 

104,616.—Steam Pump.—J. R. Maxwell and Ezra 
Cope, Cincinnati, Ohio, 
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R. D. WOOD & CO 


MANUFACTURE 


CAST IRON GAS AND 
WATER PIPES. 


PHILADELPHIA. 





On hand, several thousand feet 8, 4, and 6 inch Pipes, 
for immediate delivery. 226-6m 


8. H. HENDERSON, Selling Agent, 
. No. 173 Broadway, New York. 
SECOND FLOOR. 
SABBATONS PATENT 


COKE AND GOAL 
SCREENING SHOVELS. 


Made from best Maliable 
Iron. 


FURNISHED WITH LONG OR 
D HANDLDS. 











Perfect in their cperation. Very strong 
and from their great durability vastly 
more economical than any substitute. 
Refer to all the principal Gas Compa- 
nies of the country, who acknowledge 
them as the “ne plus ultra” of Coke 
Screening Shovels. 


Orders addressed only to 
O. R. BUTLER, 
Sole Agent 
No. 96 Maiden Lane, N. ¥, 


RILEY A. BRICK. 


MANUFACTURER OF 


CAST IRON PIPES, 


FOR WATER AND GAS, 


ALSO, 


GAS WORKS & MACHINERY 
CASTINGS 


Of Every Description. 
No. 89, White Street, New York. 
MURRAY & BAKER. 
PRACTICAL BUILDERS 


AND CONTRACTORS FOR THE 


ERECTION OF GAS WORKS. 


Manufacturers of all the latest and most improved 


| APPARATUS AND TOOLS 


FOR THE 
Manufacture and Distribution of 
COAL GAS. 
WORKS AT THE RAILWAY DEPOTS, 


FORT WAYNE, INDIANA. 














We manufacture Bench Castings, Washers, “The Immersed 

Multitubular,” and Atmospheric Condensers, Wet and Dry-Lime 
Parifiers, Dry Center Seals, Telescopic and Single Gas Holders 
Wrought Iron Trussed Roof for Iron or Slate, Wood and Iron 
Trays for Purifiers, Coke and Coal Carts, Wrought Iron Screening 
Shovels, and Castings and Wrought Work of every descripjion for 
Gas-works. 
As Mr. Murray is a Practical Draughtsman, we will farnish plans 
and specification to parties or Associations, or will wait personal- 
ly upon parties contemplating the construction of new works, or 
the alteration or extension of old ones. 

The most satisfactory references can be given, if required, of 
pod seuetiones and commercial fairness which characterizes our 

ngs. 

We would respectfully invite Western men to call and see our 
patterns and works here. MURRAY, & BAKER, 

198-ly Fort Wayne, Indiana, & | 





BIRD, PERKINS & JOB, 


3MPORTERS OF 
PICTOU, 
SYDNEY, 
LINGAN. 
GLACE BAY, 
CALEDONIA, 
NEWCASTLE and 
WESTMORELAND 


GC 0 A 4% 


ALSO, 


INCE HALL HOUSE CANNEL. 
8. Inpia Wuarr, Boston. 86 Sout Srreer, N. Y. 


F. H. ODIORNE, 


IMPORTER AND DEALER IN 


PICTOU, SYDNEY LINGAN, NEW- 
CASTLE, CANNEL AND WELSH 
COALS. 

Agent for the New England States, for the sale of the 


Delaware, Lackawana, and Western Railroad Company’s Scran- 
ton Coal. 
Cumberland Coal and Iron Company’s George’s Creek Cumber- 
land Coal, 
Penn Gas-Coal Company’s Superior Gas Coal.4 
{ Gowrie Mines, Cow Bay, 
Also, . _e International Co.,s Union Mines, | 
for the Bridgeport, } Nova Scotia. 
{ dittie ¢ Coal Company, of Pictou. 
Little Glace Bay Mining Co. | 


No. 146 Broad Street, Boston. 
C. B. SWAIN, 


No. 137 Front Street, New York. 
225-ly 
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THE NEWBURGH 
ORREL COAL COMPANY, 


Mines at Newburgh, Preston County, West Va. 

Company’s Office, No. 52 8. Gay street, Baltimore, Md, 

C. OLiver O’DonneLL, Pres’t. G. W. Manoot, Sec’y. 

Cuas, W. Hays, Agent in New York, Room 7, Trinity Building, 
111 Broadway. 

W. D, Crane & Co., 26 Kilby street, Boston. 

This Company offer their very superior Gas Coal at lowest mar- 
ket prices. 

It yields 10,996 cubic feet of gas t> the ton of 2,240 Ibs., of good 
illuminating power, and of remarkable purity ; one bushel of lime 
purifying 6,792 cubic feet, with a large amount of coke of good 
quality. 

It has been for many years very extensively used by various 
Gas Companies in the United States, and we beg to refer to the 
Manhattan, Metropolitan, and New York Gas Light Companies of 
New York; the Brooklyn and Citizens’ Gas Light Companies of 
Brooklyn, N. ¥.; the Baltimore Gas Light Csmpany of Baltimore, 
Md., and Providence Gas Light Company, Providence, R. I 

The best dry coals shipped, and the promptest attention give 
te orders. 224-ly 


THE DESPARD COAL COMPANY 


OFFER THEIR SUPERIOR 
DESPARD COAL 


To Gas Light Companies throughout the country. 
Agents, PARMELEE BROTHERS, No. 32 Pine street, N. Y. 
BANGS & HORTON, No. 81 Duane street, Boston. 


Mines in Harrison County, West Virginia. 
Wharves, Locust Point, } Baiiisore 
Company’s Office, 29 South street, 

Among the consumers of Despard Coal, we name : Manhattan 
Gas Light Company, New York; Metropolitan Gas Light Company, 
New York; Jersey City Gas Light Company, N. J.; Washington 
Gas Light Company ; Portland Gas Light Company, Maine. 


*,* Reference to them is requested. 204-ly 





TO PATENTEES AND MANUFAC- 
TURERS. 


UCH REQUIRING A FIRM TO INTRODUCE 
their Goods by means of Special Agents in Europe, will please 
quote lowest prices, and full particulars, te JOHN BAILEY, & 00. 
Engineers, Sundrymen and Brass Founders, Albion Works, Sal- 
ford, Lancashire, England. 
Rererence.—The Manchester Branch of the Liverpool and Man- 
chester District Bank. 
Good well tested novelties will receive attention. 
Orders executed for all sorts of English Mechanical Goods, if ac- 
companied with cash or a credit in England. 
Five per cent. charged on amounts below £100. 
Established thirty years. 
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FAIRMONT GAS COAL COM- 
PANY OF NEW YORK. 








Mines at Fairmont, Marion County, West Virginia. 
Office, 47 Exchange Place, New York, 
A. N, Merierr, President. Hiram Benver, Sec’y and Treas, 


Tes COAL IS OF VERY SUPERIOR QUALITY, 
with an illuminating power of 19 candles, yielding over 

10,000 cubic feet of gas to the ton, and an excellent coke. 
The orders of Gas Companies solicited, 
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BRANSON’S PATENT LAMP POST, 


HE ADVANTAGES OF THIS PATENT POST 


over the old style, are as follows : 





ist. The saving of {the base or 
bottom part of the Post, when the 
column is broken, the Post being 
made in two parts. The broken 
column can be replaced by a new 
one, without disturbing the base. 

2d. When the old style of post is 
broken, the bottom piece has to be 
dug out, which cannot be done in 
winter, or in wet weather : all this 
is obviated in this Post, as no dig- 
ging Is required. This style of Pos 
is especially desirable when flag 
stone sidewalks are used. 

8rd. When a stoppage of gaa in 
stand pipe oceurs, the column can 
be lifted out, the pipe detached, 
cleaned, and replaced in fifteen 
minutes ; no digging being required 
as is now done with the old Post. 

4th. A lighter and better casting 
can be made from this patent, and 
it can be handled better, owing to 
its length and lightness. 

5th, In case a broken 
cannot be repaired, one third of the 
original cost is saved by the base 








column 





being secured and perfect, 
Rights for States, or the United States, on reasonable terms. 
Address, Editors Gas-Ligut Journat, 42 Pine street, N. Y. 





Certificate. 
Sr. Louis, September 1, 1869. 


I have examined a new Lamp Post, the Branson patent, and un- 
hesitatingly pronounce it to be the best thing of the kind I have 
ever seen, Posts of this descciption have been erected in this 
city, and in my opinion this style of Post should be webveseeny 
adopted, 9¢I believe it possesses all the advantages claimed for it. 

The St. Louis Gas-Light Company have adapted this Post and 
ordered a large quantity for immediate use. 

THOMAS PRATT, 


587-6m Sap. st. Louis Gas Werks. 


THE FAIRMONT GAS COAL CO. 
OF NEW YORK. 
Office Trinity Buripive, No. 111 Broadway, Room 171. 


Wharves at Locust Point. Baltimore, 
Mines at Fairmont, Marion Co., W. Virginia. 
HE FAIRMONT GAS COAL COMPANY OF 


New York, solicit the orders of Gas Companies tor their 
Very Superior Gas Coat. 

The Coal from their Mines is remarkably free from sulphur. 

For Gas Companies our Coal is carefully screened and shipped, 
free of slate and other impurities. ; 

This Coal has an illuminating power of 19 candles, yielding 
over 10,000 cubic feet of ges to the ton, and a large amount of 
excellent Coke. 

Refer to the Manhattan Gas-Light Company, New York, and the 
New York Gas-Light Company, New York. : 

HIRAM BENNER, A. N, MEYLERT, 

246 Sec. and Treasurer. President. 


GAS AND KEROSENE 
FIXTURES 


THE TUCKER MANUFACTURING CO. 


89 & 41 PARK PLACE, NEW YORK, AND 117 
AND 119 COURT STREET, BOSTON. 
MANUFACTURERS: 


Offer the largest variety of New and Handsome Designs of GAS 
and KEROSENE FIXTURES to be found in any establishment ip. 
ihe country, comprising in both lines an unusual variety of large 
and massive Fixtures, especially adapted for Churches, Halls, 
Hotels, Stores, and other Public Buildings, together with a large 
variety of patterns suitable for dwellings. 245 


BUTLER’S 
Patent Gas Works, 


JOHN BUTLER, Sole Manufacturer, 
126 Maren Lane, New York. 


IL AND ROSIN GAS WORKS (all sizes) for 
Towns, Factories, Plantations, Churches, and Private Dwel- 
lings. These Works are warranted to make cheaper gas than 
any small Works known, and are very simple to mauage. Refer 
to over three hundre? now in use from one to thirteen years. 
Estimates furnished for cost of Works, and the cost of manu- 
facturing Gas in various localities. 
Send for descriptive pamphlet. 
1-8m JOHN BUTLER, 126 Maiden Lane. 
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Wisnrne To make this Journal an organ of intelligent discussion 
to those of our readers who may wish to gain or give information 
on the subjects to which its columns are devoted, the publishers 


solicit letters from all among them who make the study of those 
ubjects a pleasure, or a profession. 





Subscribers would confer a favor upon us by remitting CHECKS or 
POS1 OFEICE MONEY ORDERS, as we are frequent losers where 
money 1s enclosed in letters. 


G3" News Acexcy.—The American News Company, 119 and 
121 Nassau street, New York, are agents for this Journal. News- 
dealers will please send orders to them. 
oe) 

NOTICE. 


Ge” AL Collections for Advertisements, Subsoriptions,*ete.. 
are made directly jrom this Office. We have Agents to solicit 
the same, but they are not authorised to Receipt for Money. 

——~@->—___— 


TO OUR SUBSCHIBEKS AND PATRONS. 


In making remittances for subscriptions, always procure a draft 
oa New York, or a Post Orrice Moygy Orpen, if possible. Where 
oeither of these can ‘be procured, send the money, but always in 
a ReoistereD Letter. The registration fee has been reduced to 
fifteen cents, and the registration system has been found by the 
postal authorities to be virtually an absolute protection against 
losses by mail. ALL Posumasters are obliged to register letters 
whenever r- quested to do so. 
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PATENTS. 


M L. CALLENDEKR & CO.. Proprietors of the 
@ AMERICAN GAS LIGHT JOURNAL, AND CHEMICAL 
RE: Kx 1ORY offer their services to inventors as Solicitors of 


American and Fereign Patents, 


We have associated with us parties who have been directly con- 
nected with the Patent Office for wany years, and have ecquired 
au experience in Patent matters of over twenty years 

We have also unusual facilities for obtaining Patents in the 
Various huropean countries with certainty and despatch. 

Oral and written opinions as to whether inventions contain 
features of patentable novelty, will be given upon persenal or 
Written application, free of charge. 

We supply finished drawings by the best artists, and where ne- 
cessary the mutdel also. A circular, contsining a list of fees and 
other vxluable information as to the preliminary 8 eps to be taken 
in obtaining Patents at home and abroad, will be furnished by 


addr 
“=. ‘ML. CALLENDER & CO. 


Solicitors of Patents, 42 Pine street. 


PROFESSOR HENRY WURTZ 


4S EFFECTED ARRANGEMENTS WHICH 

give hiw especial advantages in Analyses of Gas and Gas 

Coals, and in the practical determination of the ralue of Coal for 

Gas-Making purposes. Analyses of Ores, Minerals, Mineral Wa- 
ters, etc, No, 26 Pine street, N. ¥,; or this office 





IMPORTANT IMPROVEMENT IN GAS 
MANUFACTURE. 


Every one who is familiar with the history of th 


in Dr. Priestley’s first experiments, nearly three 
fourths of a century ago. 
ulation of the gas, after leaving the retorts, are es 


gas, cannot have failed to observe its incomplete 
quate to what would be expected, from a knowl 


bonaceous matter. 


by to arrive at a complete economy in the process 


Sifty per cent. was open for them to work upon. 
THE NEW PROCESS. 


Gas Light Co. of Saratoga, N. Y. 
The owners of the patents covering the process, 


supply them with gas at a fixed price tor one year. 
Owing to a misunderstanding, that did not reflect 
much credit upon the Saratega Gas-Light Co., the 
gentlemen who took the contraet to supply them 
with gas, were obliged to start an opposition com- 
pany, which they successfully did. The old com- 
pany succumbed, ard leased the works to the new 
company, and they have been successfully running 
them since that time. 


MATERIALS EMPLOYED, PROCESS, COST, ETO. 
The gas is made trom liquid hydro-carbons, such 
as naptha, crude petroleum, dead oil and the like, or 
irom solid hydro-carbonaceous materials, such ar 
coal, wood, bitumen, asphalt, etc., or from two or 
more of these articles in combination, 
At present, crude naptha is the article used here 
Small works will generally prefer to use naptha 
alone; but large works may find it advantageous 
to use naptha or the like to a limited extent, say 
50 per c-nt., to enrich the coal gas, In this way, 
the charges of coal may be run an hour or more 
longer, to increase the volume to its maximum, 
while its candle power will be kept up by the rich 
naptha gas. By this means the coal benches would 
supply sufficient coke for both, or naptha aione may 
be employed, and the benches heated with coal—if 
coke is not accessable. 
Briefly, the oil or naptha is put into a still and 
gradually converted into vapor by a steam coil 
The vapor is thence conducted into a peculiarly 
constructed euperheater, placed inside a clay or iron 
retort, set and heated in the usual way. There is 
in use here one bench of threes, each retort pro- 
vided with a superheater. The vapor enters the 
rear of the retorts from the superheater, where it is 
instantly converted into a fixed gas, and passes into 
the standpipes and so on, to the gas holder in the 





usual way, excepting no washing, scrubbing, or pu- 


discovery of manufacturing gas, and the pregress of 
the art of manufacturing it up to the present time, 
will have noticed the remarkable fact that little or 
no improvement has been made in the process itself, 
which is in the same crude state almost, that it was 


The details of the manip- 


sentially the same also; but the apparatus for 
purifying gas, etc., has been improved from time 
to time, with considerable success. Every one who 
has studied the chemistry of the process of making 


ness as a chemical process; the resulting gaseous 
products being entirely different from, and inade- 


edge of the chemical nature and constituents of the 
article used, whether coal, oil, or other hydro-car- 


Thousands of experiments have been made, and 
hundreds of thousands of dollars expended, in com- 
paratively futile efforts to make gas upon strictly 
scientific principles, the experimenters hoping there- 


Knowing full well, that a saving margin of at least 


Being fully impressed with the importance of this 
subject, we have recently been very much interest- 
ed in examining a new and patented gas process, 
now in operation under the auspices of the Citizen’s 


(Messrs. Brown & Co.), entered into a contract 
with the old Saratoga Gas-Light Oo. last year, to 


rification is necessary. A simple tank and condens- 
ing coil being all that is necessary. 

One bench of threes will produce 5,000 cubic feet 
e | of gas per hour, prepared for distribution, of not less 
than 20 candle power, equal to 120,000 cubic feet 
per day of 24 hours. One bench of five will easily 
produce 200,000 cubic feet per day. 

The expense of labor is reduced to a minimum ; 
only an engineer and one fireman being neccessary. 
The entire process is so nearly automatic, that the 
manual labor actually required, is a pastime com- 
- | pared to the old process. There is no charging and 
discharging of retorts, with the hurry and din, and 
heat and steam, and sulphurous fumes. No trouble- 
some stoppage of stand-pipes, or scaling and de- 
carbonizing of retorts. No laborious and disagree- 
-| able purifying process. There are no bad odors, 
smoke, or soot. Even the retort-house is 80 tidy, 
cleanly, and quiet, that one could breakfast in it 
- | with a relish. 

The first cost of works, it will be readily under- 
stood from the foregoing, is much less; scrubbers, 
washers, and purifiers being dispensed with, and 
only one-tenth the number of benches being re- 
quired to produce a given amount of gas, and, ow- 
ing to the low heats employed, the wear and tear is 
far less. 

We are informed by the President of the gas 
company, that another remarkable feature of this 
gas is its non-condensability in the mains—none of 
the drips having yet required to be pumped. The 
loss by leakage and condensability is therefore ex- 
ceedingly small, never having exceeded 3 per cent. 

A trifle less than 6 gallons of petroleum naptha, 
costing net, 7 cents per gallon, produces 1,000 cubic 
feet of gas, having 21 candle power. 

By an experimental test made by us personally, 
July 9th, 1870, the following results were obtained : 
The trial lasted one hour. There was in use one 
bench of 3 retorts, having been heated up of course, 
previons to the commencement of the trial. 

By means of a gauge, the height of the oil in the 
still was taken at the beginning and ending of the 
trial, the vacuum gauge indicating a uniform pres- 
sore. 
The diminution in one hour was 3} inches. The 
diameter of the still being 46 inches, gave by calcu- 
lation a fraction over 7 gallons to the inch, or 174 
gallons tutal. 
Index of Station meter at starting,” 990,601 

m - “ “ ending, 995,406 





Number of cubic feet produced, 4,805 
Equals 5 1-10 gallons to 1,000 cubic feet of gas. 
4,805 cubic feet ot gas per hour equals 115 320 cu- 
bic feet of gas per 24 huurs; estimated amount of 
cake, 14 bushels per hour, equals 30 bushels in 24 
hours. 

Cost of 1,000 cubic feet of gas made from above 
data running 24 hours would be 





420 gals. raptha at 7cts. per gal. - - - $29 40 
30 bus. coke at Llcta. per busnel - - 3 30 
2 men at $2.50 perday,each - - - 5 00 

2 engineers at $4 perday, each - - - 8 00 
115,320 cubic feeet of gas will cost $45 70 


or 393 cents per 1,000 cubic feet 
The gas made during this experiment was tested 
by us, and found to be 21 7-10 candle power. 
PERMANENCE AND OHARAOTER OF THE GAS, ETO. 
The mains in one place particularly, are laid only 
16 inches under the surface for a space of one-half 
mile, owing to the difficulty of excavating a very 
hard unstratified rock. But during last winter, with 
the thermometer often at and below zero, no 
trouble of condensation wae experienced, 
As the gas is more pure than ordinary coal gas, 
so is the light more clear and agreeable. Its actinic 
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properties is better—gay colors of the solar spec- 
trum are more readily distinguished by this light. 
This is especially noticable in the richly colored and 
ornamented ceilings, walls, and carpets of the grand 
halls and parlors of the Union Hotel and Congress 
Hall, etc. Hence it is, ladies and hotel proprietors, 
and every one in fact, so much admire thislight. The 
wonderful diffusibility and penetration of this light 
are additional qualities, that at once distinguish it 
from common gas, to even the casual observer, and 
will recommend it to the artist, student, literary 
author, sged people, and all whose pleasure or em- 
ployment require to use artifical light, and who de- 
sire to preserve the eye sight unimpaired, 

These works are not of the nature of a small ex- 
periment, as the maximum consumption is 70,000 
cubic feet per day, with over 10 miles of main in 
use. 

PRICE AND SUPPLY OF NAPTHA, ETO. 

Parties who propose to introduce this process in- 
to their works, will naturally enquire as to the price 
and probable supply of naptha. 

Petroleum naptha is the lighter portion of petro- 
leum, distilled over in the process of purifying pe- 
troleum, to obtain burning and lubricating oils, etc. 
Until recently this naptba was a drug in market, 
and refiners used to let thousands of barrels go to 
waste. It is estimated that there are 5,000 barrels 
of naptha produced daily, and the price ranges from 
4 to7 cents per gallon, according to the location of 
the buyer. Many oil refiners will give it away 
now to have it taken out of their way. 

That petroleum is one of the permanent staple 
productions of our country, which is constantly in- 
creasiug, and likely to increase for all time, no one 
who has given the subject attention seems to doubt, 
at the present time. Late statistics show that new 
wells are constantly being bored, and those that are 
productive, are constantly increasing in excess over 
those which have ceased to be productive, Besides, 
it is found that old, and what was considered ex- 
hausted wells have, after a time, in many instances, 
begun to yield oil anew. Showing conclusively, 
that a supply is constantly being distilled, or elim- 
inated, in nature's stupendous and mysterious labo- 
ratory, in the “ deep bowels of the earth.” 

In conclusion we desire to say, that evidently this 
process is a great stride in the art of making gas, 
upon true chemical principles. In the old process 
the charge of coal is thrown into a hot retort—a 
portion next the retort is distilled at a proper tem- 
peratue to produce a fixed gas— but another portion 
in the center of the charge is distilled at a low tem- 
perature, which will only yield oily and condensa- 
ble matter, and this goes to furm the éar in the hy- 
draulic main. This is the very essence, so to speak, 
of gas, and is a dead loss to the process in a chemi- 
cal sense. Again, another portion of the charge be- 
comes too highly heated, and is destructively decom- 
posed, forming either a hard incrustation on the 
sides of the retorts called gas carbon, or clogs the 
mouth-piece and stand and bridge-pipes in the form 
of acombined gummy and sooty matter. Although 
the gas may be formed properly in one part of the 
retort, before it escapes a portion becomes re-de- 
composed and resolved into new chemical combi- 
nations, principally carbonic oxide, carbonic acid 
gas, and tree hydrogen, All this is wrong, and to 
the analytical mind of the scientist; but more espe- 
cially to the practical mind that comprehends it 
fully, the old process of gas making appears not 
only absurd but even ridiculous, when compared 
with the new process. 

That this new process is destined to go rapidly 
into use, and become very popular, there is no doubt. 
Its merits are too apparent, and too important, to es- 
cape the attention of the capitalist, 








Gas companies, and dolders of gas stocks, who be- | 
lieve in good fat dividends, will study into, and dis- 
cover the value of this process, and adopt it. 

Philanthropists and economists will desire to en- 
joy, and have the public enjoy and participate in 
the advantages and profits of a light so superior, 
and so much cheaper than the ordinary gaslight. 





GAS-ENGINEERING. 


We are pleased to be authorized to inform the 
Gas Fraternity and the public generally, that Mr 
WittraM Farmer, who has for the past twelve years 
been under a professional engagement to the Man- 
hattan Gas-Light Co., intends to open an office 
about the first of September next, in this city; and 
will be prepared to superintend, or to furnish plans, 
specifications and estimates, for the erection, altera- 
tion or extension of Gas Works, of any capacity, 
with all the latest improvements. Little need he 
said by us of the professional qualifications and ca- 
pacity of Mr. Farmer. as they are familiar to the 
profession throughout the country. The general 
public? have vouchers for his knowledge and skill, in | 
his original communications to our columns on gas 
subjects. Farmer’s Turorem for illuminating power | 
gas, for example, is sufficient alone to establish both | 
the scientific and practical position of this gentle- 
man. H. W. 
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ERRATA. 


In the editorial in the last issue, under the head of | 
‘* Metropolitan Gas Consumption,” a slip of the types | 
may mislead some. The make of the Mansarran Com: 
PaNY, instead of being 35 and odd millions, should have | 
been 85 and odd, 











. | 
Answers to Correspondents. | 





W’ H. K. of Vt.—The visible deterioration of gas | 
during extremely cold weather, is caused by the | 
condensation ot the valuable hydrocarbon vapors 

which form the most laminous parts of gas. In | 
wariner climates this dees not occur, but in the lati- 
tude of your vicinity you may expect such results 
frequently. 

L, E. of N. Y.—A large nnmber of persuns claim to 
have been the original inventors of the dry meter- 
We believe that the honor of first contriving this im- 
portant instrument belongs to Mr. James Bogardus of 
this city, who is widely known on account of his 
many ueeful inventions, and as the pioneer in the 
use of iron for the erection of buildings, 

A. J. S. of Md.—In England two qualities are used hav- 
ing different prices, 12 candles is a fair average for 
the common gas, and 16 to 18 candles for the best or 

® highest price gas. In this country it is about 14 can 
dles, 


B, E, B. of Tenn—The Worthington pumps are very 
highly spoken of wherever used. Most of our large 
city gus companies are supplied with them, and their 
performance is spoken ofin the most favorable terms. 

J. R, of Phil.—Bunsen’s work on Gasometry is the 
most complete treatise on the subject and should 
be owned by all who desire thorough instruction on 
the science, The English translation is beautifully 
printed, and illustrated with handsome wood cuts. 


L, E. of Conn.—The exhauster may by.a too energetic 
action, draw a portion of atmospheric air into the 
pipes, which of course dilutes the rich gasses and 
deteriorates their illuminating power. 
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NEW PUBLICATIONS, 


Steiger’s Literarischer Monatsbericht.—This 
literary monthly periodical is the only one published 
ia the German language in the United States, and now 
enters upon its second volume. Among its very inter 
esting contents will be found an article on the distin 
guished historian Frederich Kapp, who has just re 








turned to Eurepe, after twenty years sojourn in this 
country, and whore works, some of which hae been 
translated, are widely known. Publication office, 22 
and 24 Frankfort street, N. Y. 





Good Health—A monthly vehicle of instruction 
to the people, giving lessons of correct living, as deve- 
loped by medical science. It is the only work of its 
claas, and occupies an important field, long vacant, and 
acknowledged to be modelled on the best plan for con- 


| veying its peculiar kind of information. Among its 


writers are the first medical and scientific men of the 
day ; and its articles are written in a pleasing and in-- 
teresting style, combining entertainment with instruc: 
tion, Published by Alexander Moore, 11 Bromfield 
street, Boston, Subscription price $2 per annum, or 
20 cents per month, 





Life at Home; or tue Famity anp 11s Mewerrs. By 
Rev Wm. Aikman, D.D. 1 vol. 12mo; nearly 300 
pages. S. R, Wells, publisher, 389 Broadway. 


This work ought to be in the hand of every family 
as its contents are well calculated to make home bappy. 
In it are to be found the beauty and blessedness of a 
family, the relations of husbands and wives, of pa- 
rents, of children, of brothers and sisters, employers 
and employed ; subjects that ought to meet with atten- 
tion from all who desire to make domestic happiness a 
paradise on earth, 
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CREMIN’S 


PATENT 
Champion Gas Burner. 


1, Save your money ! 

2. Don’t waste your gas through those 
miserable blowing blowers. More escapes 
than you burn The waste vitiates the air 
and lightens your pocket-boek desperately. 

8..Kconomy, simplicity and durability 
combined. 

+ “4, By asimple principle of philosophy 
the expansion «7 gas by heat), this bur- 
ner doubles the light from any given num- 
ber of feet of gas; 8 feet become 5, 
etc., etc. 

5. No gas is wasted—it |s entirely con- 
sumed. 

6. This burner gives a mellow yellow 
flame which, philosophers say, enhances 
beauty. 

7. One ‘our-feet burner lights with com- 
plete brilliancy 3,000 square feet of space. 

8. It is so simple that a child can com- 
prehend its advantages and regulate it. 

9. A burner, when required, can be 
quickly arranged to burn less than a cubic foot per hour. 

10. Hotel-keepers, boarding-schools, and public ingtitutions car 

thus protect themselves from exces-ive use or waste of gas. 

11. There is nething that can possibly get out of order. 

12. This article combines every excellence possible in a gas 
burner 

aap Orders promptly attended to. 

CREMIN & CO., Mavufacturers. 
28 Office, No. 953 Third Avenue, New York. 


FOK COUNTRY GAS WORKS. 


Residuum, 
Petroleum Tar, 
Gas Oil, 
Naphtha, 
Benzine, 
and Gas Producing Material. 


JOHN K. TRUAX & CO., 
252 Pittsburgh, Pa. 











R SALE.—THIRTY THOUSAND POUNDS 

of Retort House Castings, making six Benches of Threes, 

neluding everything, from the Ash Pans to the Hydraulic Main. 

The Connections are six-inch and the Hydraulic Main twelve, in 
good order and but little worn. 

We can also sell three Iron Retorts (new) and one setting of 

New York Tile, at less than cost; or will exchange the whole for 


three, four and six-inch pipe. 2 & ReNDEICE 
. ° J 


%61-f Bee. Nashville Gas-Light Oompany, 
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Smith & Sayre Manufacturing Company. 





The Mackenzie Patent Gas Exhauster, 
AND PATENT COMPENSATOR. 





They are made to pass from 4,000 to 150,000 cubic feet of gas per hour; will increase the product tion and illuminating power of 
he gas, and add very much to the durability of the retorts, eitheclay or iron. The Compensator obviates entirely the necessity of 
water-joints, is compact, durable cléanly, not liable to get out of order, self-acting, quiet, and certain in its operation. 

We are also sole proprietors and manufacturers of the 


MACKENZIE PATENT BLOWER, PATENT CUPOLA AND SMELTING FURNACE. 


The Blower is a Force Blast machine, durably built, and can be driven with one-third the power required to drive the ordinary 
Fan. The Cupolas are manufactured in sizes to melt from 1 ton to 2( ons per hour, will save one quarter of the time required by the 
old style Cupola, and 33 per cent. fuel. Address 2 : 
B. KREISCHER,, President. 


JAMES SAYRE, Treasurer, A 
re CHARLES W. ISBELL, Secretary Office, 95 Liberty street, New York. 





KEYSTONE IRON WORKS, 


2132 Filbert Street, Philadelphia. 
G. W. KRAFT, PROPRIETOR, 


MANUFACTURES 


GASOWUBCBRS, 











COKE BARROWS. 








OAL OARS, PURIFYING 


OXES, 
SUINVL YALVM 
ss400uU ASNOH LOLA 








Wrought Iron Work for Bridges, Buildings, Steam Boilers, Tanks, Stills, &c. 
Particular attention paid to Alterations and Repairs. 


LUDLOW VALVE MF’G CO. 
OFFICE 193 RIVER ST., TROY, N, ¥. 


Make Valves—Double and Single Gate—}-inch to 36 
inch, for Water, Gas add Steam. 


“ Omcinnati, March, 1870. 
“T would say that if any certificate or 
affidavit is desired in relation to the su« 
perior character of the Ludlow Valve 
above others that I have seen, the same 
will be cheerfully given. 1 think, how- 
over, that the Valve proves for itself. 
“ Josepa P. MAYER, 
“ Superintendent Water Works.” 





“ Dayton, Onto, June 27, 1870. 
“Thave to say that we find them al- 
ways in order—operating easily under 
all degrees of pressure. In a word, they 


have given perfect satisfaction in every particular. 
“Georce LEHMAN, 
“ Chairman Water Works Committee.” 








“ Canton, Onto, June 27, 1870. 

“ We are now using and have been, since the commencement 
of our works, your valves, and they are proving entirely satifac- 
tory. Joun 8S. Snort. 

Superintendent Water Works,” 





“ BROOKLYN Gas Ligur ComMPANY. 
“T take great pleasure in saying that they give perfect satisfac- 
tion—opening easily and quickly, and requiring no effort to start 
them; even after they have been closed for months. 
“A. F, Havens, Engineer.” 





“ Orrice oF PartapeLpuia Gas Works, 14th June, 1870. 
“T am pleased to state that the lot of large Gas Valves bought 
from you (Hart & Birch), as agents of the Ludlow Valve Manufac- 
turing Co, have given me perfect satisfaction. The double gate 
water valve, bought for aspeial purpose, also works admirably. 
We want no better valves. The Indicator on your valves isa 
great improvement over the old style. 
“Tos. R. Brown, Engineer.- 


J. 8. HOBBIE & SON, 
SUCCESSORS TO 
WYCKOFF, BROS. & CO., 
ELMIRA, N. W. 
ANUFACTURERS OF 
WYCKOFF’S PATENT IMPERISHABLE 


Wooden Water and Gas Pipe. 











{These Pipes combine j 


Strength, Durability, and Economy. 


The Water Pipes are the cheapest and best in use for wstering 
Cities and Villages, conveying water to Railroad Tanks, Distiller- 
ies, Breweries, Tanneries, and water courses of every description, 

Wyckoff’s Patent Gas Pipe is less expensive than other kinds, 
more serviceable and more durable; being coated, inside and out- 
side, with imperishable material, and impervious to air, gas or 
water, and warranted to give satisfaction. 219ef 


MITCHELL, VANCE & CO, 


Manufacturers of 


CHANDELIERS 


And Every Description of 


GAS FIXTURES. 





Also Manufacturers of 


Yine Gilt, Bronze and Marble Clocks, Warranted best Time-keep- 
ers, Mantle Ornaments, &c. 


SALESROOM, 597 BROADWAY, 
(Rear Entrance 140 Mercer Street. 


Special designs furnished for GasFixtures 
or Coarehen, Public Halls, Lodges, &e, t New York 
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J. L. CHEESMAN, 


Manufacturer of Patent Conically and Diamond 
Slotted SOLID WOOD TRAYS. 


The advantages of these Trays over those wade of Iron, are 
economy (they being over 200° per cent cheaper than Iron. and 
will last twiee as long), a greatly increased purifying surface, and 
a saving of time and labor in removing the lime, as it does not ad- 
here to the smooth surface ot the Wood Trays, as is the case with 
the Iron, The top cut represents the new diamond slotted or re- 
versable Tray, a very superior improvemen’. 

JOHN L. CHEESMAN, 
151 and 158 Avenue C, New York. 


MANHATTAN —> 


Fire Brick & Enamelled Clay Retort 
Works, 
MAURER & WEBER, 


(Of the late firm of B, Kreischer & Co.) 
PROPRIETORS. 


Office d& Works in 15th street, Avenue 0, 


MANUFACTURERS OF 
Fire Brick and Tiles, 
OF ALL SHAPES & SIZES, 
Fire Mortar, Clay and Sand. 


(Articles of every description made to order, at 
short notice. (185 
HY, MAURER, ADAM WEBER. 








NEW YORK 
Fire Brick and Clay Retort Works 
G9” Bstablished in 1845, ey 





(Branch Works at Krejscherville, Staten Island.) 
B. KREISHER & SON, 


Office 56 Goerck St, cor. Delancey, New York. 


Gas Reroars, Tires and Fire-Brick of all shapes and sizes. 
Fire Mortar, Cray, and Sanp. 
rticles of every description made to order at the shortest notice. 
B. KREISCHER. 


BROOKLYN CLAY RETORT AND 


FIRE BRICK WORKS, 


Van Dyke Street, Brooklyn, New York, 
MANUFAUTUBERS OF 
CLAY RETORTS FIRE BRICK, TILE, Etc. 


J. H. GAUTIER & CO, 
JERSEY CITY FIRE BRICK WORKS 


MANUFACTURERS OF CLAY GAS RETORTS, 
Tiles, Blocks, and Fire Bricks, 
Ce” WORKING DRAWINGS 


OF SETTINGS FOR BENCHES OF THREE, FIVE AND SIX RETORTS 
FURNISHED FREE TO ANY GAS COMPANY. 

Greene, Essex and Bergen-sts., Morris Canal Basin, Jersey City 

New Jersey. (208% 











ATLANTIC DOCK, 
IRON AND MACHINE WORKS, 


Ferris, Wolcott and Dykeman Streets, 
SOUTH BROOKLYN. 


HOY, KENNEDY & CO., Agents. 
Office 98 Liberty Street. P. O. Eox 2,348. 


HOY, KENNEDY & CO. 


ENGINEERRS AND CONTRACTORS 
For the Erection or Extension of Gas Works. 
PLANS, SPECIFICATIONS AND ESTIMATES. 


Manvractourers of every kind of Gas Machinery, Retorts, Bench 
Castings, Wrought Iron Work, Multitubular and Air Condensers, 
Washers, Scrubbers, Purifyers, Exhausters with every equipment 
complete for large or small Works, Gasholders, Telescopic or Sin- 
gle ; Iron Roof Frames with Cornice Gutters, covered with Corru 
gated Iron or Slate; Iron Doors and Iron Pivot Blind Windows ; 
Coke Barrows, Fire Tools, Retort Lids, Cotter Bars and Screws, 
Stop Valves, Tar Valves for Regulating Dip in Hydraulic Mains, 
Pressure Governors for Street Mains, and Compensators fcr Ex- 
hausters that are unrivalled for unvarying acceracy; Steam En- 
gines, Boilers, Ktc,, Etc. 

‘ Agents for G. W. Epar’s Process for removing Carbon from 
etorts. 

Post Office Box 2,848. Office, 98 Liberty st,, N. ¥. 





(224-ly 





JERSEY OITY 
CAS METER WORKS. 


R. M. POTTER & CO., 
MANUFACTURERS OF 


CONSUMERS GAS METERS, WET AND DRY, 
Station Meters, Center Seals, Governors, 





Pressure Registers, and all kinds of Pressure Gauges, 
Experimental Meters and Standard Test Gasholders, 
(And all apparatus in use at the Gas Works. _a@e§ 

14 Morris St., Jersey City, N. J. (ly. 


LACLEDE FIRE BRICK 


AND 
CLAY RETORT WORKS 
OHELTENHAM, ST. LOUIS CO., MO. 


HAMBLETON & GREEN 


PROPRIETORS, 
Office, No. 1007, North Levee,......... St. Louis, 


Philadelphia Fire Brick Works, 


Corner of Vine and Twenty Third sts., Philadelphia, 
JOHN NEWKUMET, 


Manufacturer of all kinds of Fire-Brick, Gas-Hovse Truzs, to 
suit all the different plans in use. Clay Retoris and Dentis* 
Muffles. Orders filled at short notice. 


WORKS UPON GAS. 


OWDITCH.—THE ANALYSIS, TECHNICAL 
Valuation, Purification, and Use of Coal Gas, with illustra- 
tions., 8vo. cloth. Price, $6.25, 

BOW ER—Gas Engineer’s Book of Reference, illustrated, 
4to. Price, 75c. 

CLEGG—tTreatise on the Manufacture of Coal Gas, 5th edi- 
tion, enlarged, 4to , cloth. Price, $10.50, 

COL BU # N—The Gas Works of London, 12mo., boards. 
Price, 60 cents. 

CROLL—Report of the Proceedings on the Arbitration with 
the Great Central Gas Consumers’ Company, Svo., cloth. 
Price, $2 50. 

HUGH ES—Gas Works and Manufacturing Coal Gas, 12mo. 
Price, $1.50 

M ASON—The Gasfitters’ Guide, paper. Price, 50 cents. 

D’HURCOURT—De l’Fclairage du Gaz. Par E. R. Hur- 
court 8d edition. Paris, 1863; Svo. and plates, $7.50. 

RICHAR D—Gas Consumers’ Guide, 12mo., Price, 50 cents. 

SW EE'T—Speclal Report on Coal, showing its Distribution, 
Classification, and Cost, delivered over different routes to va- 
rious points in the State of New York, aud the principal cities 
on the Atlantic Coast. By S. H. Sweet, with Geological Maps, 
1 vol. 8vo, cloth, $3. 

SUGG—Gas Manipulation, with a description of the various 
Instruments and Apparatus employed in the Analysis of Coal 
and ‘ oal Gas, 8vo, cloth. Price, $7.50. 

WILKINS—How to Manage Gas, 24mo., paper. Price, 25c. 

SCHILLUNG—Traite d’Eclairage par le Gaz. Price, $22. 

For sale by 
D. VAN NOSTRAND, Publisher, 
23 Murray Street and 27 Warren Street 
(Upstairs). 
(Our new and revised Catalogue of American and Foreign 
Scientific Books, 56 p. 8vo., sent to any address, on receip: of six 
cents in postage stamgs, 282 

















OREGON {RON FOUNDRY} 
738, 740, 742 and 744, 
Greenwich Street, New York. 

CASTINGS FOR 
GAS WOoORTGS 
OF ALL DESCRIPTIONS, INCLUDING 
Purifiers, Exhausters, Com pensators, Self= 

Acting Valves, Branches, Bends, de. 


























Floyd’s Patent Adjustable Main. 


FOR BENCHES OF 1, 2, 3, 5 and 6 RETORTS. 


By the removal of the front plate only the Main can be adopted 
to Settings of any number of Retorts desired. The Patent Main 
canbe applied to the ordinary D shaped Mafn, It offers great 
facilitie for cleaning, and is not liable to stoppage. 


FLOYD'S PATENT 
Malleable fron Retort Lid. 
SABATTON’S PATENT 


Furnace Door and Frame. 


Rerers ToO—J. A. Sabattan, Esq., Engineer Manhattan Gas Co— 
Col. A J. White, Metropolitan Gas Co.—C. C. Mowten, Engineer 
New-York Gas-light Co.—J. Mowten Saunders, Engineer Balti- 
more Gas Co.—John T. Harrison, Engineer Savannah Gas Co. 
86] HERRING & FLOYD, Proprietors 
SILAS ©, HERRING, JAMES R, FLOYD 


NEW PATENT PIANOS. 
RAVEN & BACON. 


(Established 1829.) 
Warerooms Nos. 644 & 646 Broadway, N. Y. 


Manufacturers of Piano Fortes, with their Patent 
Combination Sounding-boards, 


PATENTED AUGUST 14th, 1866 


This invention, introduced exclusively into our Pianos, is of the 
greatest advantage to the tone of the Instrument, .asit affects the 
sounding-board, the very soul of the Piano, and produces thereby 
a pure liquid tone greatly superior in quality and power to that of 
the ordinary Piano. Toe sounding-board released from its con- 
nection with the Piano case, and resting upon under sounding- 
boards, is relieved from the rigidity caused by such connection, 
and its vibratory quality increased. Our Pianos are first class 
in every respect, and purchasers will have not only our own gua- 
rantee as to their quality, but also the guarantee of the r¢putation 
of the instrument, obtained from the experience of our patrons 
whe have used them for a generation. All lovers of this emi- 
nently household instrument, as well as parties proposing to 
purchasenew Pianos, are invited to call and examjne our assorte 
ment, 
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“Graham's. Pate Lamp Post 


ANTI-FREEZING. 


N ORE SIMPLE, MORE 

CHEAP, MORE U-EFUL 
LESS LIABLE TO GET OUT OF OR- 
DER, ani gives a more PERFECT 
LIGHT than any other Lamp Post 
known. It is the ONLY REALLY 
ANTI-FRKEZIFG LAMP POST ever 
offered to the public. The improve- 
ment is applicable to OLD PosTs at a 
TRIFLING Cost. 


The invention consists mainly in 
dispensing with the interior gas pipe, 
by simply closing the bottom of the 
Lamp Post and tapping it five inches 
from the bottom for the service pipe. 
The top is fitted with a plug or stop- 
per to teke in a short piece of pipe 
with the stop-cock and burner. h 
interior of the Post thus forms a 
large gas chamber and d for 
all moisture and impurities which 
fall to the bottom, leaving the gas 
free and pure at the burner. 

For manufacturing rights and 
rights to use, or other information, 
address 
J. W. GRAHAM, Chillicothe, Ohio, or 

Epirors American Gas-Licut 
Journal, 42 Pine at., N. Y. 














HUMPHREY'S 


CONDENSED DRILL, REAMER 
AND TAP. 
The best tool for Tapping Gas and Water. Address, 


WILLIAM HUMPHREY, 
Waterford, N. Y. 


Providence Steam and Ga Pipe Co, 


PROVIDENCE, RB. 1, 


BUILDERS OF 


Coal and Rosin Gas Works, 


For Towns and Manufactories. 


Estimates furnished of the cost of Works, and cost to 
manufacture Ges in any locality. 


GASHOLDERS. 


Iron Truss Retort House Roofs, 
Water Tanks, ~ 
Purifier Covers, Coke Barrows, 
Cast Iron Socket Pipe. 


Particular attention given to Enlarging and Re-building Gas 
Works. . 

For Lighting Manufactories, our Rosin Gas Works have Joeen 
successiully used for many years past. They require but a smail 
outlay, and afford a safe and economical light. 


244-6m 








FOR SALE AT MANUFACTURERS 
Bxhausters and Compensators, 
Iron and Clay Retorts, 
Fire Brick, Olay and Tile. 
Roman Cement and Rosin, 
Station and Consumers’ Meters. 


REFER TO 
Manufacturers’ Gas Oo., Fall River, Mass.; Youngstown, Ohio, 
Gas Co.; New Rochelle, N. ¥.,Gas Co.; Homer and Cortland, 
N. ¥. Gas Co.; Danbury, Coan., Gas Co. ; North Bridgewater, 
Mass., Gas Co.; Cold Spring, N. Y.,Gas Co.; Rockville, Conn., 
Gas Co.; Tauntoc, Mass., Gas Oo. ; Pawtucket. R. I. » Gas Co. 
Freperice GRINNELL, President, J. CO. Hanrsgoarn, Treas. 
8. Mituerr Taompson, Secretary. 
Office and Manufactory, corner of Pine and Eddy Streets, Prov- 
idence, Rhode Island. 
Office in Syracuse, N. Y,, No. 1 Granger Block. 
Hi. A. BRANCH, Agent. 


PRICES : 


Curley’s Improved Retort 
Setting. 


Fic.1 





CURLEY’S “INDEPENDENT DAMPER.” 


REVENT THE SUDDEN COOLING OF AND 
Destruction of Retorts, and facilitates clinkering, and in- 
creases the yield of gas. 

8) "s PATENT “HIeLD TiLs prevents the rapid burning owt 
and ruction of Retorts, and doubles the life of the Retorts. 

Gas Companies who desire larger dividends can be gratified by 
adopting “ Cur.wy’s Improvep Retort erring.” Send for de- 
scriptive circular. 

Address Tuomas Counter, Wilmington, Del., or to 0. BE. Saxpmn- 
#0N, 42 Pine street, N. Y., Room 18. 253 








IMPORTANT TO GAS COMPANIES, 


H SPELMAN, MASON and BUILDER, 


e No 282 Third Avenue, corner 22d Street, New York, hav- 
ng made Bench Buil ‘ing and Setting Clay and Iroa Retorts a 
pecialty for neariy twenty years, wou.d respectfully inform those 
who are about Erecting new or Kepairing old Works, that he is 
prepared to do work in any part of the United States or Canadas, 
on the most reasonable terms. Address as above. 251-6m 





@gO. STACEY. HENRY RANSHAW. 


GEO. STACEY & CO., 


MANUFACTURERS OF 


GASOMETERS, 


Wrought Iron Roofs. 


And all kinds of Wrought Iron Work used in the erection of 
Gas and Coal O:i Works, Wrought Iron Bridges for 
Railroads and other purposes, Wrought Iron 
Joists and Girders for Buildings, Bridge 
Bolts, Jails, and Celis, Exc. 


Manufactory, Ramsay street, opposite O. & M. R. R. Depot, 
CINCINNATI, QO, 


REFER TO: 


Cineinnati Gaslight Company Covington, Ky., Gas Company. 
Cleveland, 0., Gas Company. | Baton Rouge, La., Gas Co. 
Davenport, lowa, Gas Co. Indiana) olis Ga. Company. 
Nashville, Tenn., Gas Co. Dayton, 0., Gaslight Com:any. 
Madison, Ind., Gas Company. Terre Haute, Ind., Gas Co. 

R. T. Coverdale, Engr., Cin. 


Roofs covered with either Corrugeted Sheet Iron or Slate. 
8. FULTON & CO., 
PLYMOUTH [RON WORKS, 
Conshohocken, Pa. 
Manufacturers of 


Pie Iron & Cast IRon Gas & Water Pirpze. 


Also, Heavy & Light Castings of every descriptien. 
412 Walnut street, Philadelphia, Pa, 
SAMUEL FULTON, THEO, TREWENDT. 


WM. STAOBY. 








— 


P. P. DEILY, 3. YOWLER, 
DEILY & FOWLER, 
89 LAUREL STREET, PHILADELPHIA, PENN., 


BUILDERS OF GAS-WORKS, 


MANUFACTURERS OF 


GAS-HOLDERS, 
WROUGHT IRON ROOFS, 
CHARGING-SCOOPS, COAL WAGONS, 
COKE BARROWS, AND ALL WROUGHT 
WORK CONNECTED WITH GAS-WORKS. 


Particular attention paid to the Extension ef Works 
and Repairs to Gas-Holders, Purifiers, Ete. Also, 
Builders of Water Tanks, Oil Tanks, Oil Stills, Ete. 
Rerer to M. H. Jones, Easton Gas Co., Penn. 

Franklin Woolman, Burlington Gas Co.,'N. J. 

0. W. Goodwin, Camden Gas Co., N. J. 

Benjamin Acton, Salem Gas Oo., N. J. 

D. H. Smith, Watkins Gas Co., Watkins, N. Y. 

W. F. Warner, Owego Gas Co., N. Y. 

E. Wilcox, Joliet Gas Co., Ill. 


Messrs. Woodbury, Walter & Potter, Kalamazoo Gas 
Co., Michigar. 


H. H, Fish, Utica Gas Co., N. Y. 
W. J. Ball, Terre Haute, Indiana. 


VALUABLE PATENT ON SALE, 
FOR THE UNITED STATES. 


Bailey’s Patent Pyrometer 


OW BEING EXTENSIVELY MANUFACTUR 
gD in England by J. BAILEY & 00., Albion Works, 81 
ford, Lancashire. The profits on the manufacture are verg satis 
factory. Apply to the Proprietors, or to 
W. B. EDWARDS, 
858 State Street, New Haven, Conn. 


ASHCROFT’S 
Patent Low-Water Detector, 


FOR PREVENTING THE EXPLOSION OR 
Burning out of Steam Boilers. 
More than 7,000 of these Instruments now in use. 


PRICE, $50. 


The Detector insures your boiler against burning out or explod- 
ing, and against the collapsing of flues, which is caused by low 
water. JOHN ASHCROFT, 
205tf 50 John-street, New-York. 


(221-lyr. 





252-8t 








49 Walnut &t., Cint., 9. 









TING.— 
{HEAP Pare Ibs. of the 


CoLonED PAINT , 

1 int as mach ss ticulars. 

Jeg 4 Baten tage Ee 480 

‘ath St-» 

or 15 Maiden Lane, N. iY 
BOILER CEMENT. 


(Extract from Testimonial from Merrick & Sons’ Southwark 
Foundry, Philadelphia.) 

“ Mr. 8. Bowsgn, Secretary Pecora Lead Company .—Your Me- 
tallic Cement 1s better than Red or White Lead for making *team 
Joints, or Patching. Hot rivets do not nffect the Cement; we use 
it in join’s of light tanks, in the place of caulking. and they do not 
leak. We use it aiso on gas-holders. 

“J. J, GREENFIELD. 


** Foreman of Boiler Department. 

(Extract from Testimony from Superintendent Chelsea Gas Oc., 
Massachusetis.) 

“ We are mueh pleased with the Pecora Paint; it is just what 
Gas Company’s want; it dries while the water is running down 
the holders; and we would not hesitate to have them settle imme- 
diavely. 

“ The Pecora Company’s Steel Color is remarkable for the beauty 
and finish given to machinery and all iren work, giving « finish su- 
perior to any paint yet introduced and used by Wm. Sellers & Co., 
Meirick & Son’s, and others.” 

om { New Nork, 75 Maiden Lane. 
+ '} Philadelphia, 150 N. 4th Street 








SCHOOL OF METALLURGY. 


COURSE OF TEN PRACTICAL WORKING 
Lessons of two hours eaoh, either in Chemistry, Metallurgy, 
or the art of Assaying, including Instruction, use of la eratory, 
machinery, fuel and apparatus, with all chemicals furnished te 
pupils. Working tests of eight pounds of ore, iuciuding crushing, 
grinding, roasting, amalgamating and retorting, with final assay, 
to give the working value of ores. 
Full analyses of minerals or assays of ores of any kind, made 
by either dry or humid process. 
Consultations en any branch " Chemistry or Metallurgy. For 
terms, which are moderate, a to 
; ‘e apely © “EDWARD N. KENT, 
Practical Chemist and M 
He. 287 West lah Street, New York. 
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H. R. WORTHINGTON'’S 





PATENT WATER-METER, 


This Meter is also used for the measurement of Oil 
—it combines 
AOOCURACY, SIMPLICITY, and REMARKABLE DURABILITY 
with such ease and certainty of motion, as to offer no appre 
ciable obstructions to the flow of water in the pipes to which it 
is connected, as it runs and registers upon three inches head, 
er when delivering the smallest stream. Theve qualities, 
with its low cost, have caused its extensive adoption by corpora- 
eons and individuals, in many of our largest cities. 
HENRY R. WORTHINGTON, 
61 Beekman steet, N. Y. 


WILSON & GARDNER, 


MANUFACTURERS OF 
Clay Retorts, Fire Brick, Tile, Etc., 
OF THE BEST QUALITY. 


ALL SHAPES AND SIZES MANUFACTURED TO 
ORDER PROMPTLY. 


Lockport, Westmoreland County, Pa. 





FIRE BRICK. 
No.1. Are Wedge. Key. Jamb. Circle. bead. Soap. Split. 


UUUYYGRU 
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NATIONAL FOUNDRY 


AND PIPE WORKS. 
Office and Works—Carroll, Pike, Smal!man and Wilkins 
Streets, 
PITTSBURGH, PA. 


wm. SMIT=z, 


Manufacturer of all kinds of GAS and WATER PIPE, BRANCHES, 
CONNECTIONS, T’s, ELBOWS, and ALL CASTINGS USED 
AT GAS AND WATER WORKS. 
offer special inducements to parties wishing to purchase, 

my Pipe is Smooth, regular in weights, aud cast vertically. 
N. B.—Pipe from 8-inch and upwards. cast in 12-ft. lengths. 


we SEND FOR CIRCULAR AND PRICE LIST. ga 








JESSE W. STARR & SONS, 


Camden Iron Works, 


Camden, New Jersey, 
MABRUFACTURERS OF 
All kinds of Castings and Apparatus for Gas Works, 


WROUGHT IRON ROOF FRAMES, 


for Retort and other houses. Retorts and all castings required 
for setting the . in the latest and most improved model Wasa- 
22S, CONDENSERS, SCRUBBERS and ExXHavsTeERs, for relieving the Ke 
torts from pressure. PURIFIERS, varying from 2,000 to 5,000,000 
cubic feet daily purifying capacity, 

Wrought Iron Lime Sieves, 


for Purifiers. Station Meters of all sizes. 
GAS HOLDERS, 
Telescopic and Single, 
with cast d fr 
or REGULATORS. OTAKRT meina, fom 3 s . aaa = 


eter, for WATER or GAS. Street Main connections, such as 
Braxcurs, Benve, Dairs, Sikves. etc. 


STOP VALVES, from 3 to 80 inches, for both Water and Gas, 
WROUGHT IRON WORE. 
All the Smith and Sheet Iron work required in and about Gas 
Works. 226-t£ 


Jus W. raze. Buns. A. Strap. 


T. F ROWLAND. 


Continental Works, 
Greenpoint, Brooklyn, N.Y. 
NEW YORK OFFICE, 64 & 66 B’WAY, ROOM 33. 


ENGINEER, AND MANUFACTURER OF 





GAS-HOLDERS 


OF ANY MAGNITUDE, 

Condensers, Scrubbers, Purifiers, Retorts, Hydraulic Mains, 
and all other articl:s connected with the Manufacture and 
Distribution of Gas, furnished with despatch: Plans 
and Specifications prepared, and Proposals given 
for the necessary Plans for Lighting Cities, 

Towns, Mansions, and Manufactories, 


PROFESSOR HENRY WURTZ, 


SCIENTIFIC AND PRACTICAL CHEMICAL 
AND GEOLOGICAL EXPERT. 


26 Pine Street, Room 36, New York. 
(Office Hours 1 to 4 daily, except Saturdays.) 


Geological Explorations and Reports—Chemical Analyses—Ad- 
vice and Investigations in all the Chemica! Arts—Chemical Inven- 
tions and Improvements made. 














[Professor W. makes a specialty of Gas-Cuemistry, and the An- 
alysis of Gas and Gas Coals. Hus unequalled facilities for this 
purpose; is an Editor of the AMERICAN Gas-LIGHT JOURNAL AND 
CuemicaL Repertory, 

Formerly a Chemical Examiner in the U.S Patent'Office; and 
peculiarly competent in relation to Patent Rights, Contested Cases 
and Infringements.] 








B.°8. BENSON & SON., 


ALLENTOWN, PA., 


MANUFACTURERS OF CAST IRON 


GAS AND WATER PIPE, 


AND FITTINGS FOR 


GAS AND WATER MAINS, ETC. 


Cast Vertically, in Lengths of 123g Feet, and all Sizes from 8 to 
80 inches. 


Orders filled with Promptness and Despatch, and Warranted to 
give Satisfaction. 


Ga ~Works and Office, Lehigh Valley, Allentown, Pa, 222-lyr 


SCHOOL OF MINES, 


COLUMBIA COUmGIESE, 
EAST 49th STREET, NEW YORK, 


FACULTY: 


. A. P. BARNARD, 8.T.D., LL.D., President. 
T. EGLESTON, Jn., E. M., Mineralogy and Metallurgy. 
FRANOIS L. VINTON, E. M., Mining Engineering. 
C. F. CHANDLER, Ph. D., Analytical and Applied Chemistry, 
JOHN TOKREY, M.D., LL.D., Botany. 
CHARLES A, JOY, Ph.D., General Chemistry. 
WILLIAM G. P&CK, LL.D., Mechanics. 
JOHN H. VAN AMRINGE, A.M., Mathematics. 
OGDEN N. ROOD, A M., Physics. 
JUHN 8. NEWBERRY, M.D., Geology and Palaeontology. 

The plan of this School embraces a@ three years’ course for the 
degree of ENGINEER of Mines, or BacueLor of PHiLosopuy. 

or admi didates for a degree must pass an examina 

tion in Arithmetic, Algebra,-Geometry and Plain Trigonometry. 
Persons not candidaces for degrees are admitted without examina- 
tion, and may pursue any or ail of the are pote taught. For fur- 
ther information and for -_ oy oe 








Deax OF THE FacuLry. 





Baas. F. Ancugr. 


4 


Fk. CHANDLER 
80-lyr. 


STANLEY IS 
HYDRAULIC GAS MAIN. 


1 ii 


WILLIAM TAYLOR & SONS, 
COLUMBIAN IRON WORKS, 


Nos. 11, 18 & 15 Adams Street, Brooklyn, N. Y. 


MANUFACTURERS OF ALL KINDS OF 











Castinys, Iron Buildings. Store Fronts, 
Colamns, Girders and Beams. 
ALSO, 
Gas Works Castings of all kinds. 


Steam Engines, Mill Gearing, Hydraulic Presses for the manufac- 

ture of Linseed and Cotton Seed Oils, Sugar Mills, Single and 

Double Action Pumps, also Steam Pumps, Coal Oil Machinery, 

High and Low Pressure Boilers, Tanks, Kettles, Soap Curbs, «e., 
MADE AND REPAIRED AT THE SHORTEST NOTICE, 





Wa. Taytor. James A. TAYLOR. Epwis 8. TayYLor, 


GLOUCESTER IRON WORKS, 


GLOUCESTERCITY, CAMDEN COUNTY, N, J., 





MANUFACTURE 


CAST IRON GAS AND WATER PIPE, 
STOPVALVES FOR GAS OR WATER, 


GASHOLDERS. 223 


SPECIAL NOTICE 
TO GAS-LIGHT COMPANIES. 








REMOVAL. 
HE OFFICE FOR THE SALE OF THE GENU 


ms Sabbaton’s Patent Coke Screening 
Shovels is now at 96 Mamnen Lanz, where all orders will be 
promptly filled. 
Recent improvements have made them indispensible to Gas 
Companies. 0. R. BUTLER, 
23 Sole Agent, 96 Maiden Lane. 


WILLIAM S. CARR & CO., 


Succesor to Sawyer & Co., 
BOLE MANUFACTURERS OF 


Carr’s Patent Water Closets, 


SURINAL VALVE, &c. 
Also Manufacturers and Dealers in PLUMBING MATERIALS OF 


EVERY DESCRIPTION . Plumbers’ Brass Works, Earthen 
Ware, Pumps, Iron Drain Pipes, Traps and Sinks, Cop- 
per Bath Tubs, Showers, &c., &c. 


MANUFACTORY, MOTT waVeEN. 
106, 108, and 110 Centre Street, cor. Franklin. 
NEW YORK. 


Illustrated Gatalogue and Price List sent on application. 
102-176 








Vew Light. 





$500 REWALD 


Will be paid to any one who can produce from OXYGEN GAS 
or any other source, a light as cheap as that supplied by the Hy- 
drocarbon Light Company, or that can prove that one foot of New 
York gas cannot be made by their process to give a light equal to 
three feet. Suitable for all purposes of illumination. May be seen 
in practical operation at the Company's store, 74 Maiden-lane, or 
at 839 Broadway, New York, and Messrs. Oppenheim & Co.’s, 251 





Falton street, Brooklyn. 219 
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BALTIMORE RETORT 





AND FIRE BRICK 


[8] 








GEO. C. HICKS & CoO. 





GEORGE C. HICKS, 
AUGUSTE LAMBLA, 


- 





Clay Retorts for Gas Works and Sugar 
lefineries. 


Tiles and Blocks of all kinds. 
FIRE BRICK. 
Fire Mortar, Fire Clay and Sand. 
All kinds of Fire Clay Materials, 
The only XX Fire Brick. 


BSTABLISEED 1848. 


& BROTHER 


SFA 





B. C. HARRIS, Jr, 
Z. F. PARUS. 





¥ 


PRACTICAL GAS WELTER MANVUPACTURERS, 
Continue as heretofore at the OLD ESTABLISHMENT, Nos. 1115 and 1117 Cherry Street, Philadelphia, Pa., 


To manufacture Wet and Dry Gas Meters, Station Meters, Experimental Meters, Meter Provers, Centre Seals, Governors, 
Pressure Registers, Indicators, Photometers, and all kinds of Gas Apparatus ; Also turnish all other Articles 


appertaining to the.use of Gas Works. 


From our long Practical Experience of the Business (covering a period of 20 years) and from our personal supervision of all 
Work, we can guarantee all orders to be ewecuted promptly, and in every respect satisfactorily. 


J. Wesley Harris, 


—_—__ > 





Washington Harris, 


Wm. Wallace Goodwin. 


$$ _______ 





TH E 


AMERICAN METER CO. 


Organized under the General Manufacturing Laws of the State of New-York. 


SAMUEL DOWN, Prxsipent. 


SAMUEL DOWN, 


eae 


HENRY CARTWRIGHT, Vice-Presipenr. 


WILLIAM HOPPER, 


peer mre rorrrworee wee 


TRUSTERs: 
R. H, GRATZ, 


HENRY CARTWRIGHT, 


RICHARD MERRIFIELD, Sxorgrary axp Treasures, 


RICHARD MERRIFIELD. 


THOMAS C. HOPPER, Superintendent at Philadelphia. 


PPL NLL LL LL NL PO ll OP POD Nt 


This Company is now prepared to furnish WET AND DRY GAS METERS, STATION METERS, GOVERNORS, PRESSURE INDICATORS AND 
REGISTERS, SERVICE and METER COCKS, and all articles in their line appertaining to the use of Gas Works. 


The combination of Mechanical and Scientific Skill, and the long experience of the several members of the Company, is a sure guarantee of durability, accuracy 


AMERICAN METER COMPANY, 


ind excellence of Workmanship. Orders addressed 


Vest Twenty-Second Street, New York. 


Arch and Twenty-Second Streets, Philadelpbia. 








PREMIUM GAS STOVES. 
New, Cheap Clean, Simple and Healthful. 


No odor, no dirt, no soot, no ashes, no coal box, 
no punching and renewing fires. 


THE CAMBRIDGE GAS STOVE. 


This truly scientific invention received the premium at the State 
Fair at St. Louis, and is being introduced at the West and also in 
the New England States with great success. Certificates of its ex- 
cellence and superiority from some of our most scientific and in- 
finential men have voluntarily given, and will be furnished upon 
application. 

ese stoves may be seen in operation at Messrs. Bliss & Co.'s, 
95 Bleecker street, or at No. 42 Pine street, Room 18, where infor- 
mation may be obtained. 





WORTHINGTON’S STEAM PUMP. 
Extensively ased by 
GAS-LIGHT COMPANIES, 


For sale at greatly reduced prices. Also, a new and highly suc- 
tessful Pump, driven by water pressure. requiring no attention or 
repairs, andthe mest economical water motor yet constructed. 
Patent Gates for Water and steam-stops. 
HENRY R. WORTHINGTON, 
61 Beekman-st, New York. 








CA 


ST TRO 
WATER PIPE, 


AND FITTINGS FOR SAME. 
6 Inch Pipe in 15 ft. Lengths, 


SMITH & ELLIS, 
IRON FOUNDRY, 


YORK AND MOYER STREETS, 


PHILADELPHIA. 
G3 Gas Worke Castings of all kinds. 


J. H. TIEMANN. 
ANALYTICAL CHEMIST, 
HMetallurqist & Mining Engineer 


Ge” GOLD AND SILVEP BOUGHT. 
165 CHAMBERS STREET, N. ¥. 


233-8m 





IRON GAS AND| 





No. 28 West, Street, Boston, will meet with prompt attentio,, 





as = —=====— 


S BENSON, 


MANUFACTURER OF 





B. 





CAST IRON PIPES AND FITTINGS 


FOR 
GAS AND WATER MAINS. 


All sizes from 8 to 80 inch cast vertically in 12}¢ feet lengths. 
Office and Factory 52 East Monument street. 
BALTIMORE MD. [184 


THE AUBIN BALANCED 
VALVE WATER METER, 


( Used alse fer Oils and Liquors) 


S NOW IN USE BY MANY CITY WATER 
Companies, because of its Lew Price, Simpiicity, DoraBiLity, 
ACOURACY UNDER ANY Pressure, and, (a great advantage,) be- 
cause it runs with less head than any other meter used. 
Manufactured by H. Q. HAWLEY, Albany, N. Y¥. 
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THE PERFECT 


STREET AND DEPOT 
LAMP. 


The Lamp offered by this Company has 
been brought to a degree of Prrrecrion 
not equalled by any other Lamp in the 
market. 


It is the Cheapest, Handsomest, Most 
Durable, Most Difficult to Injure and Most 
Easy to Repair, Most Easily Lighted, and 
Most Economical Street Lamp used in 
every respect. 


In Use in Over 300 Towns and Cities. 


Send for Descriptive Pamphlet and Price 
Lists. 


THE HEATH & SMITH MANU- 
FACTURING COMPANY, 


PORTLAND, CONN. 


SALESROOMS: 
44 Murray Street. New York City. 
54 Randolph Street, Chicago, Ill. 


AGENTS: 
KEEN & HAGERTY, Baltimore, Md. 
CHAS. E. ADAMS, 20 Milk St., Boston, Mass. 
48-6m. 





DENNIS LONG & CO., 


UNION PIPH WORKS! 


LOUISVILLE PIPE FOUNDRY, 


AND 


Union Foundry and Machine Shops 
LOUISVILLE, KY. 





MANUFACTURE 
CAST IRON GAS AND WATER PIPE. 
All Pipe Cast Vertically in Dry Sand, 
2 inch Pipes in 8 feet lengths 3 inch to 60 inch cast 
iv 12 feet lengths, 

RETORTS AND MOUTH PIECES, LAMP POSTS 
CONDENSING PIPE, HYDRAULIC MAINS, 
PURIFIERS, DRIPS, ELBOWS, T’s, 
CROSSKS, SLEEVES, VALVES, 

c&o., do., &eo. 
GAS-HOLDERS. 


And every description of work necessary for Gas or Water 
Companies. 


Steamboat and all kinds of Steam Engines Blacksmithing and 
Heavy Castings. 233 


BRBCOKUIN TUBB WCRIES> 
B.'T. BENTON, 


MANUFACTURER OF 


WROUGHT IRON AND GALVANIZED 
LMS Ss. 


For Steam, Water, or Gas. 


MANUFACTORY AND OFFICE, 

Corner John aud Adams Street, Brovklyn 
ALSO 

58 John Street New York. 





171 





R. D- WOOD & C0., 


MANUPACTURERS OF 
\my CAST-IRON PIPE, RETORTS, &o. 
Office, 400 Chestnut Street, 

PHILADELPHIA. 








aS eS ee 


. —s . eae 
5. H. HENDERSON, Selling Agent, 
Ne. 173 BROADWAY, 2xn FLOOR. 





THE AUBIN BALANCED 
VALVE WATER METER, 


(Used also for Oils and Liquors) 
now in use by many City Water Cos., because of its low price, 
simplicity, durability, accuracy under any pressure, and (a great 
advantage) because it runs with less head than any meter used. 
Manufactured by H. Q, HAWLEY, Albany, N. Y. 





MORRIS, TASKER & CO., 
PASCAL IRON WORKS. 


[ESTABLISHED 1821,] 
PHILADELPHIA, 


Manufacture Wrought Iron Welded Tubes for Gas, Steam or 
Water; Lap-Welded Boiler Flues, 


GALvanizep Wrovuaut Iron Tuszs, 
ARTESIAN WELL PIPES, 


of Wi onght or Cast-Iron, screwed together, flush inside and out; 
Gas-works Castings, Retorts and Bench Castings for Coal Gas- 
vorks,; Cast-Iron Street Mains, Bends, Branches, Drips, &c. 


Gas and Steam Fitters’ Tools, &c. 


Stephen Morris. Stephen P. M. Tasker. 
Thomas T. Tasker, Jr. Henry G. Morris 








= = = 


J. Vavanas Merricr, W.H. Merrick, Joun EK. Corps. 


SOUTHWARK FOUNDRY, 


FIFTH AND WASHINGTON STREETS, 
PHILADELPHIA. 

MERRICK & SONS, Engineers, 
MANUFACTURERS OF EVERY DESCRIPTION OF GAS MACHINERY. 
Retorts, Bench Castings, Condensers, Washers, Scrubbers, Wet 

or Dry Lime Purifiers, Coke Wagons, Fire Tools, Wrought Iron 
Grate Bars, Gas-holders, either Telescopic or Single, with Sus- 
pension Frames complete; Wrought Iron Roof-Frames, for Iron 
or Slate; Stop Cocks, Exhausters, Steam Pumps, Boilers and 
fanks, Steam or Hand Air Pumps for proving Street Mains, 
Centre Sea!s, Governors, Wrought or Cast-Iron, Line Sieves for 


Purifiers, Hoisting Machines for Lifting Purifier Covers. 
A‘ldress— MERRICK & SONS, 
Sth and Washington Sts, Philadelphia. 


BALT:MORE RETORT AND 
FIRE BRICK WORKS. 
GEO. ©. HICKS & CO. 





Clay Retorts for Gas Works, Sugar Refineries, 
Settings for both Clay and [Iron Retorts; 
Fire Brick of unusual Refractability. 





GEORGE C. HICKS, 
AUGUSTE LAMBLA, ZENO F. PARUS, 


JAMES J. WALWORTH & CO., 
jNo. 1 Bath Street, Boston, Mass. 
MANUFACTURERS OF 


LAVA GAS UIPs. 


They are equal, if not superior, to the imported Tips, and are 
much lower in price. Manufacturers of, and wholesale dealers in 


Brass and Iron Gas Burners, Burner Pillars 
Gas Plyers. Brown’s Patent Pipe Tengs, 
Stanwood’s Patent Pipe Cutters, Bur- 
ner Cleaners, Hill’s Patent Solid Dies. 


Malleable Iron Gas and Stream Fitrines. Importers of Scorcn Tips 
238—6m 





GEO. H. KITCHEN & OO., 
NEW PATENT 


GAS APPARATUS 


For Countrv Residences, Public Buildings, &c., 
FROM $300 UPWARDS. 
EVERY DESCRIPTION OF GAS FIXTURES, 


Gas Fitting in all its branches 
591 Broadway NEW YORK. 





Cc. GEFRORER, 
Manufacturer of 
GAS-BURNERS, 
For Lighting and Heating Purposes. 
Gas Heating anp Cooxine APPARATUS ; Frrrens’ Proving APPaRa- 
Tus, &c. 
529 Commerce st., bet. Market & Arch st., Phila., Pa. 


“THE FINEST CHROMO EVER 
PRODUCED IN AMERICA.” 





“MORNING PRAYER.” 


An exact reproduction of the charming original by the eminent 
artist Joun Puitures, Sent post-paid by mail. Send for circular 
The trade supplied on liberal terms. 
E. H. TRAFTON, Art Publisher, 
115 Madison Street, Chicago. 
nap For sale by first-class Picture Dealers throughout the Uni- 
ted States. 





‘THE ART REVIEW; AN EXPONANT OF 
Art for the People. Devoted to Art, Music, and Literature . 
Every home should have it. Only One Dollar a Year. 
ELGIN GOLD WATCHES GIVEN AWAY, and the most liberal 
cash commission to Agents. For sale by all News-dealers. 


“MORMING PRAYER.” 


‘The fineest Ohromo ever produced in America.” Sent post- 
paid by mail. Circule free. 

Agents wanted throu tout the Northwest to sell new and beau- 
tiful Engravings at a large profit. Exclusive territory given. 

Address E. H, TRAFLON, Art Publisher, 





Office and Wareroom, 15 Gold-street, New York. 





115 Madison Street, Chicago. 
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MORRIS, TASKER & CO., 


PABCAL LEON 


ESTABLISHED 1821, 


WORKS 


Offices 209 South 3rd Street, Philadelphia, and 16 Gold Street, New York. 


FOR GAS WORKS MACHINERY, 


ADDRESS 209 SOUTH THIRD STREET, PHIL. 


Manufacturers of Wrought Iron Tubes for Gas, Steam and Water, Lap-welded American Chareoal Iron Boiler Tubes, Iron 
and Brass Fittings, and Gas and Steam Fittings of every description. 


Especial attention is called to our LMPROVED COAL GAS MACHINERY. 


Rererences—Detroit Gas-Light Company, Michigan : 
pany, N. J.; New Branswick Gas- Light Company, N.J.3 


Elizabeth Gas-Light Company, N. J.; Hudson City Gas-Light Com- 
Lancaster Gas-Light Company, Pennsylvania; Williamsport Gas-Light 


Company, Pennsylvania; Elmira Gas-Light Company, N. Y.; Chicago Gas-Light and Coke Company, Illinois: also » number of 


other Companies. 


STEPHEN MORRIS, 


~ Advertising Index. 


Gy” In looking for advertisements, see figures 1 to 9, within 
brackets, at head of advertisement pages. 





GAS-BURNERS, APPARATUS ETO 
Cambridge Gas Stoves, Ranges, &c.—Gas Light Journal Offices, § 


Centractors for Gas-Works, Etc.—Murray & Baker, Fort 
PO a iki as %  Sweews Hbsocotcide sine coteésesce + 
Champion Gas Burner—Oremin & 0o., 958 Third Ave., N.Y... 8 
Fairmont Gas Coal Co.—Office, 47 Exchange Place,N. Y . -8 
Gas Retorts, Etc.—George 0. Hicks & Co., Baltimore, Md...... 9 
Gas Fixtures, Etc.—Archer & Pancoast Manufacturing Co., 9, 
31 and 18 Mercer street, New York......... 20.000 sess seee 6 
Gas Engineers and Contractors—Hoy, Kennedy & Co., 111 
Liberty street, New York..............00.000 Bieben Seer esedes 5 
Gas-Burners—C. Gefrorer, 529 Cemmnoeee street, Philadelphia, 
Thich teh cheeeehesahnlesbe s0chispe swale pauiassos of) 


Gas Meter Manufacturers—Harris & Bro., 1117 Cherry street, 
Gas Producing Materials—John K. Truax & Co , Pittsburgh, Pa. 3 
PL. sb cecwkddpaaee. sonecaee susesescseenae 
Gas Apparatus, &£c.—Geo. H. Kitchen & Co., 561 Broadway.. . 9 
Gas Burners—T. G. Arnold, 224 and 226 West 2ist st.,N. Y. .. 9 


Gasometers, Euc—George Stacey & Co. Cincinnati, O.......... 6 
Gas Fixtures, Etc.—Mutchell, Vance & Co., 597 Broadway..... 4 
Gasholders, Etc.—Deily & Fowler, 39 Laurel street, Philadeiphia 6 
Gas and Water Pipes—R. D. Wood & Co., Phil. ...........e008 2 


Gas and Water Pipes—B. 8. Benson & Son, Alientown, Pa..... 7 

Gasometers, &c.—Keystone Iron Works—2182 Fiibert st., Phil. 4 

Gas and Kerusene Fixtures—Tucker Manutacturing Company, 
89 and 41 Park Place, N. Y.,and 119 Court street, Bosten.... 2 


Jersey City Gas Meter Works, 14 Morris st., Jersey, N. J ..... 5 

Ludlow Valve Mf’g Co., 193 River street, Troy, N. Y .......... 

Lava Gas Tips, etc., etc.—James J. Walworth & Co., 2 Bath st., 
Poston, Mass........ SSD) $068 $606 6a0p ous ngnees «cnet veeoes # 


Oil and Rosin Gas Works—John Butler, 126 Maide:. Lane, New 
anata ss ckedadas bbe nee seun.one oveuns secs Seeccece 2 


Patent Conically Sloued W oad Trays—John L. Cheesman, 147 


and 149 Ave. C., N.Y . hacasephobseted-cbncey eesecee © 
Patent Gas Exhauster— Smith & Sayre, 93. Liberty st soe rdeces a 
West Parrmount Gas Coal Mines, Office, Baltimore Md......... y 
Wooden Gas and Water Pipe—Wyckoff Bros. & Co., Kimira.... 4 
GAS COALS, 
Gas Coals—Bird, Perkins & Job, $6 South street, New York... .. 2 
Gas Coals—F. H. Odiorne, 146 Broad st., Boston, or C. B. Swain, 
oe MONE oc kd bad seb Sebati cdsces scene -bbsbsves 2 
The Newburgh Orrel Coal Company—Chas. W. Hays, agued io 
New York, Trinity Buiiidog, 111 B’way, Room 7............. 2 
FOUNDRIES. 
Brooklyn Tube Works—B. T. Benton, Brooklyn............ «. 8 


Columbian Iron Works—Wm. Taylor & Sons,1l1, 18 and 15 


mene, Ui, Ty ... - cocddndscdionstecaseilabes *, : 
Cast Iron Pipes and Fittings—B. 8. Benson, 52 East Monument 

stroct, Baltimore, M4... ......0.cccccee secsscescconccs cvee 8 
Continental Works—T. F. Rowland, Greenpoint.............. 7 
Camden Iron Works, Camden, N. J.—Jesse W. Starr & Sons... 7 
Gloucester Iron Works, Camden, N. J... ..... 2... ...ccccccces 7 
Louisville Pipe Works—Denuis Long, Cor. 9th and Water-sts., 

Repeat he, TEP oct vcinnh45 dhpnsnededseccove coe. .sccceseccoes 


National Foundry and Pipe Works—Wm. —y Carroll, Pike, 
Smallman and Wilkius streets, Pittsburgh, : 

Oregon Irou Foundry —Herring & Floyd, 733, "40, 742 and 744 
Greenwich street New York ...... 02... 000.000 ccccccesseces 9 

Pascal Iron Works—Morris, Taskar & Co,, Philadelphia, Pa... 9 

Retorts, Pipes, &c.—R. D. Wood & Co,, 400 Chertnut street, 
RROD. non cncc ccc soc ccce nbetpine S8e0nnse cecssecsce & 

Southwark Foundry—Merrick & Sons, Fifth and Washington 

streets, Philadephia 


OUP eC eEPOE TICS Clie ee rer) 





THOS, T. TASKER, Jr, 





WATER METERS, ‘PUMPS, ETO, 
Ashcroft’s Low-water Detector, 50 John street, New York..... T 
Aubin Water Meter—H. Q. Hawley, Albany, N. Y............ 
Cast Iron Gas and Water Pipe—Smith & Ellis, York and Moyer 
strects, Philadelphia ........cesccccccccccvccesscceccces sees 8 
Cast Iron Pipes for Water and Gas—Riley A.Brick, 89 White 


Steam Pumps—H. R. Worthington, 61 etme st. New York... 8 
Valves for Water, Steam and Gas—Ludlow Valve Man’g Co., 
SOB Mover chrest, Tree, BT. F ..cctioe cccncessscccesce soncace 4 


Water Pipes, etc.—S. Fulton & Co. 412 Walnut street, Phila... ot 

Water Closets, etc.—W lliam 8. Carr & Co. 106, 10S, bnd 115 
Centre street, New York..............---. 

Worthington’s Water Meters—H. R. Worthington, 61 Beeaman 
street, New York.......+..-cceese cree Sor ccceeseesene 6 


CLAY RETORT WORKS. 
Retort and Fire Brick Workse—Geo, C. Hicks & Co., Bal.imore. 7 
Baltimore Returt and Fire Brick Works—George C. Hicks & Co. 9 
B. Kreisher, Clay Retorts, Etc,, 58 Goerck street, New York.... 5 


Brooklyn Clay Retort Works, Van Dyke «1. Brooklyn, N. Y..... 5 
Jersey City Fire Brick Works.—J. H. Gautier & Co., Greene, 
Essex and Bergen streets, Morris Canal Basin, N. J.......... i) 


Laciede Fire Brick Works, 1007 North Levee, St.Louis, Mo..... 5 

Mannattan Clay Retort Works, 15th st. near Av. ©, New York... 5 

Philadelphia Fire Brick Works, Vine and 23d sts. Philadelphia... 5 
Ciay Retorts, Fire Brick, Tiles, etc.--Wilson & Gardner, Lock- 
port, Wastmorland County, Pa.. ok ocene abnceges see 
Raort Setting, Curley’s *“ Independent ” Damper Thomas 
Curley, ne ep Del., or C. E. eeaeryy 42 Pine street 


Wi. Fg BOC BB... coc ccsccccnscagio* se ceesece 
MINING MACHINERY, ETC. 
Mining Engineer—J. H. Tiemann, 240 Pearl st. New York...... 8 
School of Mines, Columbia College, East 49th st.........0.... - 7 
LAMPS, STOVES, PETROLEUM, ETO. : 
B-anson’s Patent Lamp Post—Editors Gas-Light Journal, No. 48 
Pine oureeh, Bi. Fh scas seewdanchttes o'0cckscdsdseces’ voce cco 


Lamps, &c.,—Julius Ives & Co., ‘* Maiden rey 7 Mes. 6 
Street and Depot Lamp—Heath & Smith Manufacturing Co., 44 
Murray street, N. York and 52 Randolph st., Chicago, Ill... 2 
MISCELLANEOUS. 


Analytical Chemist—J. H. Tieman, 165 Chambers st., N. Y..... 8 
Boiler Cement—UVffices, T0 Maiden Lape, New ork and 150 N. 


Darts STU Ee chee hewn ce cccduces shococeccccce & 
Humphrey's fotienad Drill, Reamer ant Bit icnnnses scoeses’ © 
Despard Coal, 82 Pine street, N. Y....... Soeeeese sevece estes SB 
Gas-Light Journal American and Foreign Patent Agency... ...10 
Professor Henry Wurtz - Office Gas-Light Journal. ............ 2 
Pianos—Raven & Bacon, 644 and 646 Broadway, N. Y......... 9 
Screening Shovela—O. K. Butler, 126 Mhiden Lane, N. Y....... 2 


Works Upon Gas —D. Vao Nostrand, 23 Murray street and 
27 Warren street, N. Y.....-. 





Teo Inventors and Patentees, 


This Jougnat, circulating, as it does, througout the 
United States, Canadas, and poruons of Europe, is a 
superior medium for advertising. 

Upon receipt of $3 we will send the JournaL one 
year, and give a description of any new invention in a 
space not to exceed ten lines in the “ Inventors’ De- 
partment.” 

We also take out Patents in the United States and 
Europe, obtain Extensions, and make a Specialty of 
difficult and abandoned cases, 

M. L. CALLENDER & o., 
No, 42 Pine street, New York. 


STEPHEN P. M. TASKER, 





HENRY G. MORRIS. 





Inventors’ Department. 


Parents ake Grantep ror Seventeen Years, the 
following being a schedule of fees : 





On filing each Caveat........csscecccecers 
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